


















































Millinery or motor cars. foods or furniture—all merchandise 
moves faster, with less sales effort, when correctly lighted. 

Because the Leader line of fluorescent fixtures for commercial 
use is complete and provides the right fixture for any 


installation. Leader fixtures are easier to sell, too. 





NHC—480 Leader New Horizon" with Slim- ° TL-240 Leader “Trofferlite.” With many 






line tubes. Creates new opportunities for © new and exclusive features, Leader's new . 
modern lighting, efficiently, with low main- e Trofferlite fixtures are ideal for remodeling 2 3 

. P . % 
tenance costs, versatility of surface bright- ¢ or for new construction. For mounting as Rellor Va hd < 
ness, and higher illumination values e single units or in continuous rows. C 
eoeeoeeeeneee#efe#e#e#eee#eee#eee#*ee*eeeeeee PHC 


. vor — _ en Beller Bustrness 





* 
Leader Adjustable 
VL-440 Leader "Officer ‘“Direclite.” May be 
- Americas most beautiful mounted above a dis- 
SM-240 Leader “Schoolmaster.” © fluorescent fixture. Wafer play case ina contin- 
A newly styled fluorescent fixture @ thin. White molded plastic uous run of “Officer” 
for schoolroom use. Optional fea- destaticized louvers assure units...or with a 
ture is a built-in germicidal lamp. e maximum soft light diffusion. single unit... to spot- 
The Schoolmaster is also ideal May be mounted singly or in light merchandise for 
for commercial use. continuous rows added sales appeal. 





Only better electrical wholesalers and con- 
tractors distribute and install Leader fixtures. 


LEADER ELECTRMC COM,MPANY 


3500 N. KEDZIE + CHICAGO 18, ILLINOIS was gag 





See the Leader 


WEST COAST FACTORY: 2040 LIVINGSTON STREET . OAKLAND 6, CALIF. 









































ELECTRICAL WHOLESALERS: The Trouble-Free Performance and 
Greater Protection of ECONOMY ''DE-LAY" Renewable Fuses are 
featured every month in ads like these, to men who buy and specify 


fuses. Are you ready with a complete stock? 





Due to exclusive design and construction (Patent 
applied for), accurate alignment of knife blades 
is maintained automatically in the new 
Economy “DE-LAY” Renewable Fuses.* 


Unlike other Fuses, the Economy knife-blade assembly 












4 seats only at the lower end (A) which enters the cartridge tube last. 


The upper end (B) is a threaded plug member which acts like 





a Float—compensating for any dimensional changes and 





| preventing any pressure developing on the knife blades—thus 


’ 5 ‘a - 7 eliminating the chief cause of knife-blade misalignment. 


That is why Knife Blades in Economy 








) t 3 é “DE-LAY” Fuses are in perfect alignment. 





Specify Economy “DE-LAY” Fuses to eliminate the major cause of 


poor contact, and insure long life to the fuse cartridge. 


' 4 
\: \ Your Electrical Wholesaler has the new Economy 
| “DE-LAY” Fuses and Renewal Links in Stock. 









*Give maximum protection in 


the 135 to 200% overload ranges 
where most “blows” occur. 


RENEWABLE CARTRIDge fisp> 
S/ 


ECONOMY FUSE AND MFG. CO., 2717 oreenvicw ave, chicago 14, 1LLINIs serssssuipuess.et 
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You are invited to write for the New Economy Catalog 










Ready! Set! Go! 
lamp promotion 
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GENERAL $B ELECTRIC ma wy? 
: == ‘ ve ‘ aie ‘ NS =H 
3 3 . ¢ , —-. -. E = fon LOOP ‘ q 
d k ’em in! ispla 
Ads to pack ‘em in! Displays to| 1 
General Electric is going all out on“ Brighten-Up Time’’—March 21 Everything your dealers need] tie 
to April 30! Full color ads in 4 leading magazines and 3 Sunday to tie in with General Electrif m 
supplements! Nancy Sasser’s Buy-Lines in 81 daily newspapers! Lamps’ “Brighten-Up Time. | st 
The Fred Waring Show on the NBC network! It’s timed for the peak Bright, colorful display cards} lai 
of the spring cleaning season—means fast, sure, easy profits for you! in all shapes and sizes! Deale: 


for 


It 
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Get dealers stocked up how 
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March. 






General Electric 
starts March 21! 

















to| make’em buy! § —and a feature item that’s 
to Bates galerie blasting sales records! 


ime.} stocked up on General Electric , —" , , 

P Mass displays of the new G-E 4-Lamp Package are increasing 
dealers’ lamp sales up to 380%! It’s your fast turnover, big profit 
item for “Brighten-Up Time.”’ Be sure dealers have heaps of ‘em! 


cards} lamps now—ready to go! 
Jeale: 


GENERAL @@) ELECTRIC 
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Even the G¢7 MOTOR STARTERS 
Need Inspection and Maintenance 


ALL starters require periodic contact replacement under condi- 
tions of heavy load or frequent operation. Some may require mag- 
net coil exchange to match voltage and frequency of power 
supply. That's why Square D has always stressed accessibility— 
simplifying installation, inspection and normal maintenance. 


--. NEW “OFF-THE-SHELF’’ PARTS KITS MAKE 
- >, —- NORMAL MAINTENANCE EASIER THAN EVER! 


e@ Now, replacement parts for Square D starters are 






> packaged in easy-to-stock kits. Each kit contains parts 
necessary to replace all load contacts on two or three- 
pole starters. Parts are individually packaged in clear- 

ly labeled envelopes. An illustrated service bulletin is enclosed to pro- 

vide quick parts identification and complete installation instructions. 


Write for Bulletins 8536 and 9998. Square D Company, 
4041 N. Richards St., Milwaukee 12, Wisconsin 


DETROIT ° MILWAUKEE 
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Loosen two screws and the 
arc chamber cover comes off. 
Every contact surface can be 
inspected at a glance. 


Remove two more screws 
and entire armature and 
movable contact assembly 
can be lifted off. Disconnect 
two wires from screw-type 
terminals and slip off magnet 
coil. 





Contacts are attached with 
separate screws—can be re- 
moved and replaced without 
disturbing any wiring. Screw- 
driver is only 100i needed. 


SQUARE J) COMPANY 


ANGELES 


SQUARE D COMPANY CANADA LTD., TORONTO +» SQUARE D de MEXICO, S.A., MEXICO CITY, D. F. 
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.. . or Boston for codfish, or Miami for oranges, or 
Milwaukee for a quotation on cheese? Certainly 
not—if she did, brother, your cupboard would be 
bare, bare, bare! She calls her local dealer who 


carries hundreds of different items from scores of 





nationally recognized producers under one roof. 


He can quote today’s prices on the spot, he can ae ae 


deliver immediately from stock on hand, and he other T&B products only 
has credit facilities ready and waiting. In fact, he et gn 
functions exactly like your own electrical whole- ing new T&B Tite-Bite 
Connector No. 300. 
Heavy-gauge steel con- 


effort and money. We suspect it’s one reason why struction. For armored 


saler in saving you unbelievable amounts of time, 


cable and flexible con- 


women live longer than men. They've learned to 
duit. Specially de- 


buy the easy way—close to home. dened de eles ee 


securely without harm- 


THE THOMAS & BETTS e€®. ing it. It is typical of the 


complete redesign and 
INCORPORATED pos 
modernization of the 


ELIZABETH 1 NEW JERSEY T&B line since the war. 


BETTER PRODUCTS 


BETTER SERVICE } THROUGH AND BECAUSE OF YOUR ELECTRICAL WHOLESALER 
LOWER COSTS 
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ELECTRICA 


AL WHOI 


This message will also appear in a broad list of oublications that are 


read by the men you seek to influence . . 


your prospective customers 


Which panelboard is right 
for your lighting? 


ANT PERFORMANCE PLUS APP EARANCE 





Cutaway view of standard SUPERBA 
unit, featuring OMNI-bus bars, rugged 
toggle switches—all contributing to the 
utility and appearance of the SUPERBA 
Lighting Panelboard line 


Specify BullDog Superba Lighting Panelboards 


BullDog SUPERBA Panelboards are designed for use 
n offices, commercial stores, and other applications 
where appearance is as important as performance 


Standard SUPERBA features individual fuse doors 
terlocked with switch handles for extra safety 


Circuits must be “dead” before fuses are accessible. 


Modified SUPERBA identical to Standard, except 
rr the individual interlocked fuse doors. It is recom- 

mended for installations where servicing is normally 
ne by an electrician 


Both SUPERBA Panelboards have the exclusive 

OMNI-bus feature, which permits easy balancing of 
ads. Heavy-duty toggle switches, with quick-make 
d quick-break action, minimize danger from arcing 
d burning 


In cartridge-type units, there are built-in fuse 


ejectors for safety and convenience. 


BullIDog Field Engineers welcome the opportunity 
to sit in with you during the early planning stages 
of a building project. Their knowledge of electrical 
listribution layout can mean savings in installation 
osts, as well as efficiency and reliability in actual 
operation. Why not take advantage of this service? 
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NEED RUGGEDNESS AND DEPENDA 
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Close-up of ROCKER-TYPE unit, de 
signed for durability, maximum dielec- 
tric strength, and high resistance to 
heat—plus a simplified switch mecha- 


nism with durable rocker handles. 


Specify BullDog Rocker-Type Panelboards 


BullDog ROCKER-TYPE Panelboards are designed 
for heavy-duty factory lighting circuits, where de- 
pendable performance counts. They are safe, efficient, 
and simple to maintain 

ROCKER-TYPE boards have branch circuits of 
molded material, are 
and non-tracking. 





arc-resisting, non-carbonizing, 


Design of switch mechanism permits frictionless 
snap action. Smooth-working, knife-edge bearings 
need no lubrication. Rugged rocker handles outlast 
all others 


For a durable, dependable, heavy - duty 
panelboard, specify BullDog ROCKER-TYPE 


lighting 


BULLDOG ELECTRIC PRODUCTS COMPANY 


DETROIT 32, MICHIGAN « FIELD OFFICES IN ALL PRINCIPAL CITIES 


N CANADA: BULLDOG ELECTRIC PRODUCT F CANADA, LTD., TORONTO 


BullDog manufactures Vacu-Break Safety Switches SafToFuse Panel 
boards * Superba and Rocker Type Lighting Panels * Switchboards ° 
Circuit Master Breakers * ‘‘Lo-X'’ Feeder BUStribution Duct * ‘'Plug-In’’ 
BUStribution Duct * Universal Trol-E-Duct for flexible lighting * Industrial 
Trol-E-Duct for portable tools, cranes, hoists. 


7£) BULLD 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 





Look inside the new XDUCT 
JUNIOR and you'll see a hard, 
mirror-like finish. 


@ XDUCT JUNIOR is first electro-galvanized under an 
exacting control that produces a uniform, unbroken 
zinc Coating. 

@ The inside is then further protected by a complete 
covering of clear enamel that will not crack or break 
down even under severe baking and bending. Weather 
elements have no effect on it. 


@ Exhaustive tests have proved XDUCT JUNIOR, coated 
with the new clear enamel, is more easily fished ... 
resistance to wire pulling is definitely decreased. 
Appearance is improved 100% over the ordinary 
black enameled finish. 

@ The smooth, lustrous coating of clear enamel on the 
inside of XDUCT JUNIOR, is your assurance of per- 
manent protection against abrasion, moisture and 
corrosion. 

Now XDUCT JUNIOR is better than ever! 


*Currently available on the 14"' and 3"' sizes. 







1302 CHAMBER OF COMMERCE BUILDING 
PITTSBURGH 19, PENNSYLVANIA 











National Electric 


PARVOCOCTS COURPVURATION 














use THE NE improveD 
E.M.T. FITTINGS 


witH XDUCT JUNIOR 


A AR 


_ 





® Vibration proof ® Close, accurate fit 


© One-piece, pressed- 


® Easy to inspect 
, . steel body 


® Installed with a 


® Electro-galvanized 
screw driver 


® Easy to install in 
close quarters 


XDUCT JUNIOR and E.M.T. Fittings are 
listed by Underwriters’ Laboratories, Inc. 
Sold through leading electrical wholesalers. 


© Permanent ground 


Write for a copy of “New Fittings for E.M.T. are Vibra- 
tion Proof.”’ \t lists sizes and catalog numbers. 







NATIONAL 
































| CROUSE-HINDS — 
condensation | 


Bx plosion-proof 





under humid conditi: 


FORESTALL the formation of destructive mildew 
by ventilating enclosures. 


EXTEND the LIFE of insulation and equipment 
under adverse conditions. 








MINIMIZE the danger of expensive shut-downs 
due to insulation or equipment failure. 





Paragraph 5015-C5 of the 1947 National Electrical Code states that 
“where there is a possibility that water or other condensed vapor may 
be trapped at any point in the raceway system, approved means shall 
be provided to prevent accumulation, or to permit periodic draining of 
such water or condensed vapor” 








































Explosion-proof electrical enclosures cannot be vented in any of 
the usual ways because they must be kept flame-tight. | Crouse-Hinds'’ 
explosion-proof Type ECD Breathers, Type ECD Drains, and Type EZD 
Drain Sealing Condulets meet the Code requirements and are listed 
by Underwriters Laboratories for such service. 


The Breathers are similar to the Drains but have metal hoods which 
make them water and dust shedding. Both have corrosion-resisting 
bodies with internal flame-tight (but not airtight or watertight) laby- 
rinths. They can be used freely without impairing the explosion-proof 
integrity of a conduit system, providing they are always installed ina 
Condulet hub or other opening with five or more full threads engaged. 


In humid atmospheres, water condensation occurs in explosion- 
proof systems, especially where temperature changes are frequent. 
Accumulation of water in harmful quantities is common. Mildew, a 
bacterial growth, is often present. It attacks many insulations and 
will destroy them unless the cause is removed. In such humid atmos- 
pheres troubles of this nature can be avoided by the proper installation 
of Crouse-Hinds’ Breathers and Drains in conjunction with explosion- 
proof Condulets’. 


K d Type ECD Drain Type ECD Breathers should be placed at the highest points and Drains at the 
Ps Breather lowest points of all housings and conduit runs. Heat generated by the 
GUAX current flowing through conductors and electrical devices raises the 
CONDULETS with temperature of air within the conduit and housings. Breathers and 
Crouse-Hinds Breathers Drains permit the resultant upward passage of the warmed air to re- 
and Drains can be in- move moisture and thoroughly ventilate the enclosures. This prevents 
stalled for ventilation the accumulation of water and removes moisture that may have 
throughout an_ entire collected under unusual conditions. 
GUAT. explosion-proof conduit 


system 










ECD 
Breather 








This method is successfully used in many of the largest plants in the 
chemical and petroleum industries. Several years of field experience 
q > has demonstrated that the moisture is either entirely removed by 

ventilation, or so reduced that it is not harmful. 


These devices have also been successfully used in non-hazardous 
locations where condensation is troublesome. 








bra- 





If you have a condensation problem, Crouse-Hinds Company will 
gladly assist in solving it. Write to 


CROUSE-HINDS COMPANY 
Syracuse 1, N.Y. 


Offices: Birmingham — Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit 
Houston — Indianapolis — Kansas City — Los Angeles — Milwaukee — Minneapolis — New York 
Philadelphia — Pittsburgh — Portland, Ore. — San Francisco — Seattle — St. Louis — Washington. 
Resident Representatives: Albany — Atlanta — Baltimore — Charlotte — New Orleans — Richmond, Va, 
CROUSE-HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO, ONT. 















Type EZD Explosion-Proof 
Drain Sealing Condulet 


* CONDULETS are made only by CROUSE-HINDS 
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A-5000 SERIES * 


FLUORESCENT LUMINAIRES 





FOR SCHOOL & OFFICE 


ante 
MANY UNIQUE FEATURES 


THREE DISTINCTIVE PITTSBURGH PERMAFLECTOR 
FLUORESCENT LUMINAIRES combine maximum lumen 
output and minimum brightness ratios with economical 
initial cost and low installation cost. 


All three “Monroe” Units give both downward and 


upward light distribution and have 35° crosswise and 
shielding. “Quick fittings 
allow hinging of the baffle-bottom from either side or 
complete assembly removal. 


25° lengthwise release” 
Knockouts permit any 
type of installation. Adjustable hangers are available 
for individual or end-to-end pendant mounting. 


“The Monroe” 2-Lamp Luminaires are typical of Pitts- 
burgh Permaflector Quality Lighting Equipment de- 
signed for efficient performance, easy installation and 
simple maintenance. Pittsburgh Permaflector Fluores- 
cent and Incandescent Equipment gives you a prestige 
and highly profitable “packaged” line that brings more 
customer satisfaction, quicker turnover and greater 
installation savings. Write today for details. 


~ 


Itt bt ight e hiefte ctor Ee mpan Uf 


407 OLIVER BUILDING ° 


Permoflector Lighting Engineers in All Principal Cities 


PITTSBURGH 22, PENNSYLVANIA 


MANUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT 


‘ 


¥¥ 


os 


CONDENSED DATA ON ** Zhe -Monirce”™ 


A-5240-PL LUMINAIRE*—White translucent plastic side- 
panels are firmly secured in a one-piece, stamped steel; 
baked-on white enamel baffle-louvers and reflector. 
Efficiency —81%. 


A-5240-AL LUMINAIRE*—Aluminum side-panels and 
transverse louvers distinguish this unit. Side-panels are 
longitudinally embossed for added appearance and 
strength. Efficiency —78%. 


A-5240-ST LUMINAIRE*—Entire unit is 20 gauge sheet- 
steel. Transverse louvers and longitudinal reflectors are 
baked-on white enamel. Embossed side-panels are 
baked-on metallic silver-finish. Efficiency —83% 


Die-formed, metal parts assure precision fit, maxi- 
mum rigidity and strength. One-piece construction 
with open bottom allows ready access to wiring 
channels from below when installing the lumi- 
naires. Medallion silhouettes of President Monroe, 
superimposed over cross-quills, add a decorative 
note to the ends and conceal knockouts used for 
continuous-runs, 


For Full Details on “‘ The Monroe” 
Send for Advance Notice Sheet A-7. For information on 


other Fluorescent or Incandescent Equipment, request Catalogs 
48 and 46 on your letterhead. 





*Patent Pending 
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You get 6 big advantages with New Lt 


Flex-a-Power.. 







The only unusually rugged plug-in or trol- 
ley busway in 2, 3 or 4 pole construction in 


one compact housing. 


Pre-fabricated LTG FLEX-A-POWER — rated 50 
amps — 250 v, AC or DC — supplies power for fluo- 
rescent lights and power tools. It provides both 
trolley power take-off and a continuous outlet — 
you can tap at any point... ideal for industrial 
plants, offices, stores, arenas, work shops and garages. 
Here are more new features: 














§ EASY TO INSTALL — simplified hanging and join- 
ing methods speed up installation. 





*> IT'S ECONOMICAL — two or more circuits can be 
™ run in one housing — controlled separately. 








‘BR PERMITS BALANCED LOADS — plugs or trolleys are 
polarized which provides a convenient means 
of balancing loads. 


IT'S REALLY RUGGED — rigid construction of 
housing itself prevents sagging — only 2 
hangers needed for each 10 ft. section. 


™ MORE FLEXIBILITY — standard fittings such as 

elbows and radius sections permit economical 

custom installations — easy to disassemble and 
FOR MORE INFORMATION, write relocate. 
for circular TEC-3, THE 
TRUMBULL ELECTRIC MAN- 
UFACTURING COMPANY, 


Plainville, Conn. 


é; GREATER CONVENIENCE — trolley with silver alloy 
contacts may be inserted or removed at any 
point along the run — no “drop-out” section 
required. 


Men Who Observe the Best Electrical Practice Make It a Practice to Use 


TRUMBULL(T)ELECTRIC 
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754 PRIZES 
754 WINNERS 


New Customers 
Old Customers 
Everybody's In 


Easiest contest to enter you ever saw. 
All the contestant does is complete 
the following statement in 25 addi- 
tional words or less, "I like the West- 
inghouse (name of product)......... 
because...” 


Easy, simple, fun. That’s why you 
can expect a whopping lot of cus- 
tomers to enter. And that means busi- 
ness, high-profit business. For you! 





| 











’ 
Sure, it’s a real 
traffic builder 
Contestants buy helps you sell 
bulbs to enter... mote thercheatise / 
\_ that's where of all kinds 
\. you come in 
o 
Remember, light bulbs are one of the 
highest profit items in your store 
* You'll increase WSPAprp. * “+ 
the unit 5, i 
of sale — a ” : 
sell six aos oo 
bulbs ata . 
time 3 | 
Mi 
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CONTEST FOR 
YOUR CUSTOMERS 


Westinghouse Presents 
Biggest Opportunity 
Dealers Have Ever Had to 
Sell More Light Bulbs 








Plenty of display material . . . streamers, 
cards, banners — yours for the asking 


Seven weeks of 
big light bulb 
sales... contest 
runs from 

March 15 to 
May | 















IS THERE A LIGHT BULB 
DEALER IN THE AUDIENCE 
WHO DOESN'T HANDLE THE 
WESTINGHOUSE LINE? 
THEN, READ THIS: 





Lamp Division, Westinghouse Electric Corp. 


YOU CAN BE SURE...IF ITS ; Bloomfield, N. J. 


Gentlemen: | am not now handling Westir ghouse light 
bulbs, but | want to know how I can cash in on this con- 
test. Please have your representative call. 


> Westinghouse ssn alennaieaeinie marae 





eee eee eee eee eee eee eee eee 
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DURABLE* DEPENDABLE 






Heavy Duty Plugs ana 
Receptacles 


FOR PORTABLE ELECTRICAL EQUIPMENT 


Pyle-National plugs and receptacles are built to withstand the most 


severe operating conditions, as proven by years of remarkably depend- 
able service in a wide variety of industrial applications. The many sub- 
stantial construction features of this extensive line of plugs and re- 


ceptacles and the high quality of materials and workmanship insure 


safe operation, uninterrupted service and long life. 





















se a \ 
N \¢ id) 


a 


QuelArc * Circuit Breaking Series Unique partitioned in- 


sulation provides long insulated paths through air and across surfaces 
for exceptional protection in these current rupturing devices. Galvan- 
ized cast metal housings, bakelite insulation and individually renewable 
contacts insure long service life. Ratings 20, 30, 60, 100 and 200 amperes, 
250 volts DC, 600 volts AC —2, 3, and 4 pole—grounded through shell or 
extra pole, Threaded cap, plain and hinged spring door housing styles 


are available. 





1, 2, 3, 4, 6, 8 pole interchangeable contact units 
CGO & 
CGO ed S 


Triploc and Multiple-Circuit Series 


A line of exceptional versatility, unequalled 
in the heavy duty field, with a virtually 
unlimited number of assembly combina- 
tions for varied applications. Offers a selec- 
tion of 1, 2, 3, 4, 6 and 8 pole contact units 
which are interchangeable and reversible in 
any single set of housings. Many types of 
single housings available of pressed steel 
with automatic lock and of cast metal 
threaded for watertight gasket seal. Multi- 
Circuit housings—2, 3 and 4 gang—available 
for combinations up to 32 poles. Ratings 15 
and 20 amperes, 250 volts DC, 460 volts AC 
—circuit breaking. Pressed steel fusible 
and fuseless plugs measure 1"%" outside 
diameter. 


Midget Triploc series same con- 


struction features as Triploc except for 
much smaller outside diameter of plug 
shell—only 114". Interchangeable and re- 
versible contact units— 2, 3 and 4 pole —are 
of the flat blade type. Rated 10 amperes, 
250 volts; 15 amperes, 125 volts. 


men 
© — beet 
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Fusible Plug 





Fuseless Plug 





2-Gang Receptacle 


General Purpose Series saitatte 


with cast metal housings in many types for 
circuit breaking and disconnect service. 30 
amperes, 125 volts DC, 250 volt AC—1, 2, 3, 
4, 5 and 6 pole. 60 amperes, 250 and 600 
volts—3, 4 and 5 pole. 100 ampere, 250 and 
600 volts—2. 3 and 4 pole. Also many special 
types. fusible and fuseless, for varied ap- 
plications. 





THE PYLE-NATIONAL COMPANY 


1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 
DISTRICT OFFICES and REPRESENTATIVES in Principal Cities of the United States 





EXPORT DEPARTMENT: International Railway Supply Co., 30 Church St., New York e CANADIAN AGENT: The Holden Co., Ltd., Montreal 
CONDUIT FITTINGS « FLOODLIGHTS + TURBO-GENERATORS + LOCOMOTIVE HEADLIGHTS ¢ MULTI-VENT AIR DISTRIBUTION 
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Clark Type’’D” Heavy Duty Push Buttons are sturdily 
built to provide outstanding service in heavy duty 
operations. These Push Button elements and stations 
are available in a great variety of arrangements, 
contact requirements, and enclosures, and also 
include Pilot Light and Selector Switches which are 
interchangeable with the Push Button elements. 
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[ HEAVY DUTY STATIONS AND ELEMENTS 

NTIN 

| TYPE PR a APPARATUS ENCLOSURE 

} D Surface Assembled Stations Standard 

| D Surface Elements Only Open 
Type D—Heavy Duty Push D Flush Plate Assembled Stations Pull-box available 
Buttons. Above—for Class 1, D Steel Panel Elements Only Open 
Group D, Hazardous loca ' 
tions; Below— D Slate Panel Elements Only Open 
mtg ~ a = - / D Surface Assembled Stations | Dust-tight and Water-tight 
nclosure. he | i Class I, Group D 
enclosure Px. | D Surface Assembled Stations pe DERG eke es AS 

eo ' ; oD Pendant Assembled Stations Standard 
D Surface or Semi-flush Mill Button Cast 
oil Tight) Steel Panel Elements Only Open 




















Modifications for surface mounted assembled stations include Mushroom Heads, Hold down rings 
with lock clip. Snap latch for jogging arrangements, maintained contact elements, and additional 


contacts cn push button elements 


Also available are several types of Standard Duty Buttons for use on ordinary starter applications 


no larger than NEMA Size 4, 150 ampere size 


The wide variety of enclosures and mounting arrangements 


makes CLARK PUSH BUTTONS ideal for Distributors to handle. 


tHE CLARK CONTROLLER co. 


¢ 
ds 
RYTHING UNDER CONTROL 
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1146 EAST 152nd STREET, CLEVEL+¢ ND 10, OHIO 
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Type D, Form RN “Rough 

neck” Push-button for 

heavy duty service 

Below, Form RNG with 
guard ring. 























ss 








CRESCENT 


ENDURITE Type RH 


Gives Greater Current Carrying 
Capacity per Dollar of Ynstalled Cost 


AN EXAMPLE- 
200 AMP. CIRCUIT * 














250,000 CM 3/0 


TYPE R TYPE RH 


Requires 2!/2" Conduit. Maximum per- Requires 2" Conduit. Maximum permis- 
missible operating temperature 60°C. sible operating temperature 75°C. } 


The superior heat resistant characteristics of CRESCENT ENDURITE 
INSULATION with its higher permissible operating temperature and | 
therefore greater current carrying capacity, permit the use of a smaller 

size of conductor, and in most cases smaller size of conduit at less cost 
than would be required for Type R Wire for the same load. 


For light loads requiring small sized conductors, Voltage Drop is the 
determining factor in choice of wire size. Usually in sizes No. 6 AWG 


and heavier for power circuits or No. | AWG and heavier for lighting 
circuits, CRESCENT ENDURITE Type RH Wire & Cable gives the lowest 


installed cost-per-ampere of useful circuit capacity. 


*In Accordance with 1947 National Electrical Code. 


CRESCENT 
WIRE and CABLE (2) 


CRESCENT INSULATED WIRE & CABLE CO. 
_ TRENTON, NEW JERSEY 
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By Your Central Conduit Distributor 
a makes a little go 
a long way 
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SPANG-CHALFANT 
Deviation of The Notional Supply Compeny 
Generel Sales Office Gront Building, Pittsburgh, Pe 





Orsmict Offices end Seles Representatives in Principet Cities CUMTRAL WHITE ctectre-getvenined euteide on 


TT eet |< \\\\ = 





CEMTEAL BLACE permanent bebed on block enamel Rah imeute and out 








This is one of a series of Spang ads which are appearing 
regularly in: ELECTRICAL CONSTRUCTION AND MaAIN- 
TENANCE; ELECTRICAL WEST; and ELECTRICAL WORLD 


| We are going to back up your own 
sales efforts in two ways. 


We will continue to advertise Central Rigid 
Steel Conduit in leading trade papers read 
by your customers. These ads will sell your 
services and tell about your efforts to fairly 


divide your supply of conduit. 


We will continue to try to make more and more 
Central Rigid Steel Conduit so that you can meet today’s 
unprecedented demand for it. 


| SPANG-CHALFANT 


Division of The National Supply Company 
GENERAL SALES OFFICE: GRANT BLDG., PITTSBURGH, PA. 


District Offices and Sales Representatives in Principal Cities 
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, ” 
Save 


* Dutel Le 


Large, ultra-quiet, overlapping 
blades. New gunmetal-enamel 
finish. Distinctive cadmium- 


plated guard. Die-cast body and 


base. Oscillating mechanism to 
tally enclosed. Guaranteed tive 
full vears. In 12- and 16-inch 
Three speeds Wall bracket 


included $44.95, retail 


Sizes 


From 





“Datel 


Wide-blade 


a popular price 


high-price design at 
Handsome- 
Sturdy 

| 


Enclosed 


bronze-lacquer finish 


die-cast body and base 


oscillating mechanism. Guaran- 
teed one full vear. In 10-, 12 

and 16-inch blades. Two speeds 
on 12- and 16-inch. With wal 


bracket. from $19.95, retail 


Hoot 


‘Pedestal”™ 


Adjustable height, 38 
to 62 inches from floor 
to center of fan. Beau- 
tiful gunmetal finish 
Attractive, telescop- 
ing, chromium-plated 
and gunmetal col- 
umn. Wide, quiet 
blades. Totally en- 
closed oscillating 
mechanism. Guaran- 
teed five full years. 
Sixteen-inch, 

$58.95, retail. 


2speeds. 


























Meet the R&M Line For 49! 


Smart new styles, attractive new finishes, and frade- 
up-priced for bigger-dollar dealer profits. Yes, beau- 













tiful new name merchandise, plus everything you 
need to sell it. Think of it! Ten ads in The Saturday 
Evening Post for a total of 40,000,000 messages. 
That's 4 million messages each and every week for 
ten solid weeks beginning May 28! 

But wait, there's more! Colorful consumer folders, 










window and shelf strips, complete newspaper ad 
mats, fan cuts—all at no cost to you. And all this 
selling support topped off with a co-operative adver- 















tising allowance you'll really like! 

So get all the facts .. . today . . . now. Write for 
“Fan Promotion Kit." Robbins & Myers, Inc., Fan Sales 
Div., Springfield 99, Ohio. 


ROBBINS & MYERS, inc. 


SPRINGFIELD 99, OHIO 
BRANTFORD, ONTARIO 





This is the first in a 
series of ads de- 
signed to help you 
sell R & M Fans. 
Your dealers will see 
it this month in E/lec- 
trical Merchandising, 
Ele. trical Dealer, 
Electrical West, and 
Electrical South. 






















“Bree; All” 
Kan 


Durable 


mottled-mahogany 


plastic cover and band. Chro- 


nium-plated legs and grille 
Safe from top, bottom, sides 


Doubles as extra seat or table 


Extra-low-cost operation. 
Rubber 
juiet. Twelve-inch, 2 


$47.95, retail 


mounted motor |! 


speed Ss 


S 


















i _ 
* >» = <a 
" . sé Lf? 9, 
a § “Ylome Cooler 
¥ 
7 It's portable, sets into open window. Ap- 
oan? % pealing to home-renters and owners alike. 
4 % Ultra-quiet, no belts, no pulleys. Clean 
gf" ivory finish. Only 614” deep. In 24- and 
we. : ; 


Adjustable stand available 
Guaranteed one full 
From $97.50, retail. 


30-inch blades. 
for 24-inch model. 
vear. Three speeds 
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Any way you look at it, a poor wiring system cuts 
lighting efficiency . . . causes headaches for plant elec- 
tricians and maintenance men as well as for produc- 
tion workers. 


Improving plant lighting and reducing maintenance 


costs are important functions of General Electric 
wiring materials. Exciting new products and a full 
line of old standbys make General Electric the right 
choice for every wiring requirement. 


NEW G-E REMOTE CONTROL wiring puts switches for 
various lights in many convenient locations. Master panel 
can be located at production head’s desk. Banks of switches 
can also be located at convenient points in the shop for 
local control. This flexible, new wiring system also permits 
control of any or all lights from distant locations, such as 
other offices or a master-control point. The G-E remote 
control wiring system makes multi-point switching eco- 
nomical and easy to put in. 


G-E REMOTE CONTROL WiRE—lightweight, with two or 
three conductors—was specially designed for remote control 
wiring. This trim-looking wire can be installed either con- 
cealed or exposed—makes a neat installation when it’s run 
along wall surfaces. It permits remote control switches to 
be placed practically anywhere. The use of a low-voltage 
relay makes this small-size wire practical. 

AVA POWER CABLE is a natural for bringing in power to 
a high-level lighting installation like this. And, when you 
think of power cables, think of General Electric Deltabes- 
ton* cables. They'll save you maintenance grief, because 
they're built to beat ambient and operating heat. They can 
*Trade-mark Reg. U.S. Pat. Off. 


GENERAL & 
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help you save space, too, because they are designed to 
carry more current than ordinary cables of the same size. 


TYPE TW WIRE is recommended for installation in race- 
ways. Smooth-finished G-E Type TW can be cut and 
stripped with little effort—pulls through conduit easily 
when wiring changes are necessary. Small diameter and 
long life are features of this G-E thermoplastic wire—use 
it to help your wiring system stay modern. 


CONDUIT, of course, should be General Electric ‘““White”’ 
—ihe rigid conduit that’s hot-dip galvanized for extra pro- 
tection. High-grade steel—galvanjzed inside and out, and 
lacquer-coated—gives you max.mum wiring protection 
with a minimum of maintenance. Remember to specify 


“G-E White.” 


Your distributor of General Electric construction materials 
can supply you with any of these materials, or with any of 
thousands of other items from the General Electric line. 
For more information, contact him, or write to Section 
K18-326, Construction Materials Department, General 
Electric Company, Bridgeport 2, Connecticut. 
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Another Extra-Quality Product of Sylvania Research 





FLUORESCENT 


20 


8-FOOT, 75-WATT 


INSTANT START 
T-12 LAMP 





H... is a striking example of the engineering 


leadership that makes the Sylvania line a desirable franchis 

for any fluorescent lamp distributor. Not only is Sylvania* 

new instant-start 75-watt T-12 Slimline lamp the first 

of its kind offered —but it gives greater light output 

per watt than any lamp commercially available to dati 

Sylvania’s Quality Engineering does not stop there. Extra 

features of this new 96” lamp include low brightness, which makes 

for eye comfort — availability in White, 4500° White and 

Warmtone colorings — a hydrophobic coating that assures dependall 
instant starting — and an accompanying spring-type lampholder that 
insures positive seating and easy relamping. The full story of this amazing 
lamp is told in Engineering Bulletin 0-63. Send for your free copy now. 
Sylvania Eleetrie Products Inc., Dept. L-7603, 500 Fifth Avenue, New York 18, N. ¥. 


T-12 BUTT-ON LAMPHOLDERS ENGINEERED 
FOR SAFETY — circuit remains open until lamp pin 
seats against double contact at low-voltage end, after 
insertion in spring mounting at high-voltage end. 


SYIVANIAY ELECTRIC 


ELECTRIC LIGHT BULBS; PHOTOLAMPS; RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DE 





LAMPS, FIXTURES, WIRING DEVICE 
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FEDFRAL SALES are rapidly on the 
Increase, and have been for vears. To 
electrical wholesalers, the old expression 
“geton the bandwagon” really applies... 
lor as Federal’s position advances in the 
industry, so do the sales volume and the 


profits of Federal wholesalers. 


The tie-in with Federal gives whole 
salers a complete line of equipment for 


the control and distribution of light and 


@ FEDERAL ~c-=« 


and it’s a line constantly 


powell 
improved for topmost efficiency, ready 


sales and repeat business. 


Besides that, Federal price schedules 
enable you to meet competition profit- 
ably... Federal plants and branch ware 
houses are always ready to supplement 
vour own stock with fast deliveries . 
Federal advertising reaches every one of 


your Customers and prospects every 


month in the vear... Federal representa 
tives and plant technicians are always 
ready to help you beat sales and service 


problems. 


Let's talk it over. There's a big oppor 
tunity with the Federal Noark line, and 
Federal's cooperation with its whole 
salers pays off, mutually. Write or call 
Federal Electric Products ¢ ompany, 50 
Paris St., Newark 5, New Jersey. 





CONTROL AND DISTRIBUTION EQUIPMENT 


Complete line of Federal Electric Products includes Motor Controls, Safety Switches, Service Equipment, 
Circuit Breakers, Panelboards, Switchboards, Control Centers, Bus Duct * Sales offices in principal cities. 
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CLL, Gpereased 


a 
PRODUCTION FACILITIES 





























: Wut US increasing supply of high | 
: EE avality materials, NOW 


make possible the complete line of . 


STEEL CITY COVERS 


; for all types and sizes of Outlet, Utility and Gang Boxes 


STEELCITY~< Gecrsis 60| 
1207 Columbus Ave. Pittsburgh 12, Pa. 
i 
4 
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| In the new line of Cutler-Hammer safety 
switches, the tables are turned. For here is 
a switch mechanism designed to withstand 
safely any degree of heat that can be 


| expected from correctly selected fuses. 


So dependable in performance, so easy to in- 
stall, so convenient to operate, so attractive 
in appearance are these Cutler-Hammer 
safety switches, alert contractors every- 
where are featuring them, recommended 
| by Cutler-Hammer wholesalers from coast 
to coast. CUTLER-HAMMER, Inc., 1327 
St. Paul Ave., Milwaukee 1, Wisconsin. 


CUTLER-HAMMER 
SAFETY SWITCHES — 





Rae 
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BETTER LIGHTING MEANS BETTER 
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Top lighting efficiency is assured — for every need 
— with these versatile Killark Cluster Lights. Their 
special sealed beam lamps plus these bonus Killark 
features mean faster, more dependable installa- 
tions for you — better lighting for your customers! 


e@ FLEXIBLE — Each lamp is adjustable, to give 
light where it’s needed most. 


RUSTLESS ALUMINUM —Assures long, trou- 
ble-free lighting service. 
TYPE SMHU LOW MAINTENANCE — Negligible upkeep 
, cost — no reflectors to paint or wash. 
Can be used with your present 
island light set-up WEATHERPROOF — Sealed against dirt, dust 


and moisture. 


oo Pe, 








: 
) f 


TYPE SYL 


Can be directed Can be adi 
at any angle up or dove 


4 Write today for illustrated bulletin and info 
tion on the Complete Killark Cluster Light leq? 


ELECTRIC MANUFACTURING COMPANY 


Offices and Warehouses: Atlanta, Boston, Chicago, Denver, Los Angeles, 
Pittsburgh, San Francisco, Seattle, Syracuse. 


Offices: Baltimore, Cincinnati, Cleveland, Dallas, Detroit, Kansas City, 


Vandeventer & Easton Aves. 
SAINT LOUIS 13, MO. 
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THERMOPLASTIC INSULATED 
BUILDING WIRE 


JeXot-Mdel=t-1- Me Cohigosehioter-t-) 





EASY 
PULLING 





















EASY 
STRIPPING 





SMALL 
DIAMETER 


al 


FLAME 
RESISTANT 








Underwriters’ Approved 




















Rome Synthinol* Building Wire will give you all these and many more 


WATER 
RESISTANT 


advantages which add up to lower-cost installation and long service 
life. Here is a quality wire with smooth, anti-friction surface for easy 
pulling; uniformly small diameters for more circuits per conduit; and 


thermoplastic insulated for high resistance to oils, acids, moisture, 


OIL 
RESISTANT 






and flame, all of which mean safe and lasting service. Bright, 
permanent colors provide quick and positive circuit identification. 

Rome Synthinol*—Type TW is fully approved under the National 
Electrical Code for installation in wet locations for 600 volt service. 
It replaces currently scarce and costly lead sheath. Smaller in 





LONG LIFE 





diameter and lighter in weight, it is easier to handle and splice. 
Try Rome Synthinol* and discover for yourself its superiority. 


For complete information write for Circular 101. It’s yours for the asking. 


Aves. 


>. 
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TO OUR LIST OF APPROVED BALLASTS 


~™ 200 MA. SLUMLINE BALLAST 


FOR 2-96° 1-8 LAMPS 


PRICED RIGHT! 


CAT.NO. $-251S Length .14-1/4" Height — 2-3/8" Width .. 3-3/8" 
Mtg. Holes 13-11/16" 
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Apvance 
TRANSFORMER 
CO. 


1122 W. CATALPA AVE. e CABLE ADDRESS: ADTRANS e CHICAGO 40, 


ILL. 
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) ; Get an AGLURATE line on 
RES EXTRA SALES AND PROFITS NOW! 


Selling ACCURATE tapes is the correct approach to the tape 
business. Electricians and contractors know they can rely on 


ACCURATE for non-raveling qualities, clean tear-off and guar- 
anteed footage in every roll. Friction or rubber, all ACCURATE 
tapes more than exceed ASTM Standards. When you sell 
ACCURATE tapes, you capitalize on a name that has meant 
high quality merchandise for over a quarter century. 

Make your next tape order ACCURATE. Call or write for the 
name of the ACCURATE sales representative in your territory. 


25 YEARS MAKING TAPES EXCLUSIVELY 


ACCURATE MFG. COMPANY 


GARFIELD +->NEW JERSEY 
HANDY TO HAVE —THE NEW ILLUSTRATED feo. Sec) THE HANDY 10-ROLL 
ACCURATE CATALOG... eo | PROTECTIVE CONTAINER . . 
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Sales. Unlimited 

REVERE does it again! The attractive 
Pylon-Lite with exclusive patented fea- 
tures is sweeping the country. Its glass 
column is Fluorescent lighted and liter- 
ally beckons motorists to come in for 
gas. It also enables the attendant to 
see under the hood and does away with 
the need of flashlights. 


Area Flood and Top Cluster Floods can za 


to match the station 


in all-aluminum 


be had in colors 
color scheme, or 


Where Island Lighters 
are of the old variety (2 
pipe or 3'2” or 5” corru- 
gated) they can be con 
: verted by means of a 
g Revere Adapter—Modern 


izing your station at low 


| NEW! 
_ Wall Type 
- -PYLON-LITE 


Here's another new way 





to use the Revere Py- 
lon-Lite. A highly dec- 
orative and functional 
light for illuminating 


building entrances, etc. 


Write for special Catalog Supplement 
The Revere Pylon-Lite is an ‘IN’ 
on many lighting jobs. 


for you 


REVERE 





6011 


INDOOR AND 


Ld 


Get NEW Light On 


PLANNED SELLING 


IS ASPARKLE WITH IDEA 
YOU CAN CASH IN ON! 


And, you'll win volume 
It's a COMPLETE line 





The chips are dowr you're playing to win today! 
when yc 1 REVERE Lighting Equipment 






yu concentrate or 











with plenty of bread and butter items AND quite a number that create real 
buying excitement because they're not only modern but offer important, 
exclusive features and EXTRA VALUE which gives REVERE dealers a big 
edge over competition. Be sure to SEE them at the Lighting Exposition 





ors AN 


giant ant’ = 


ane \3 
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ett | 
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TRIANGULAR — The 


F lood 
that eliminates spill liaht 
onto neighboring property 


REVERE ELIPTOR—300 
to 1,500 Watt in all- 
aluminum or porcelain 
colors to match the a 
scheme of installation 





750-1,000-1,500 Watt. 





a.) Open and En- 
closed Floods 
A supreme line 
in 150 to 1.000 
Watt Sizes , 
for all types of 


mounting 








Famous No. 4200 Enclosed Flood, 750- 





1,000-1,500 Watt Weatherproof—easy to 
service Has rotation feature with dearee 
markings 
AREA LIGHT with TOP 
VISIT THE REVERE EXHIBIT = fL000 cluster. | Fi 
You'll go away with IDEAS floods in an attractive comb 
nation. All = aluminur 


for More Sales. porcelain enamel in colors 


BeRmeec TRiIc 


BROADWAY ° . ? 


MFG 


CHICAGO 40, ILLINOIS 





OUTDOOR 





LIGHTING 





EQUIPMENT TO SERVE EVERY NEED 
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on't Let Fittings 


D 
Get YOUR Goat 


There was a time when unreliable, unidentifiable, 
rigid fittings were a nuisance to handle... and the 
cause of constant complaints from your customers. 
But not so today. Over the years Conduit Pipe 
Products through their satisfactory performance have 
endeared themselves to electrical contractors from 
coast to coast. Conduit fittings are requested by name 

. and Conduit jobbers find them easy to stock 


and easy to sell. Be sure your stock is complete. 


CONDUIT PIPE PRODUCTS Cd. 


COLUMBUS, OHIO 





PIPE COUPLINGS « PIPE NIPPLES - ELBOWS, 90 AND 45 








, 1949 


RUNNING THREAI GOOSENECKS - WALLPLATES +: EMT FITTINGS 
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GENERAL 


General Switch Corporation are specialists in the design, engineering, 


and production of Enclosed Safety Switches, Service Entrance Equip- 


ment, Branch-Circuit or Residence Panels, Panelboards for Light and 


Power Distribution. 


*& GREATER CONVENIENCE 


Descgued for %* BETTER APPEARANCE 


* TROUBLE-FREE PERFORMANCE 


Easy to install * Easy to service 


Send for the latest GENERAL cata- 
log, complete with illustrations, speci- 
fications, mounting dimensions, se- 
lection tables, wiring data, knockout 
layouts, and a cross index of compara- 


tive catalog numbers. 
Copies sent free on request. 


More and more Contractors and 


Wholesalers are switching to 


GENERAL 


Distributed through Wholesalers 


GENERAL 


N 
oN 


Cement Sechety Soren 
Service Entrance baqutparet 


BremebCirenit or Brcidence 
me 


Pemeteeartn ten | igh! ond Power 
eet a 


GENERAL 


SWITCH CORP. 


45 BOEZBLING STEEET SROOKLYN Ii, Vv.) 0.5 A 











“\ SWITCH CORP. 


i inci i fo) TT Ce 
Amarillo, Texas Cincinnati 20, , 
SALES : Atlente 3, Ga. Cleveland 16, Ohio Indianapolis 4, — 
*Baltimore, Md. Dallas 5, Texas Los Angeles tere 
OFFICES Birmingham, Ala. “Detroit 26, Mich. Minneapolis - . 
“Boston 10, Mass. Glassport, Pa. New Orleans 12, La. 
WAREHOUSE STOCK ‘Chicago 14, Ill. 


MAINTAINED 


EXPORT OFFICE: NEW YOR 


45 ROEBLING STREET, BROOKLYN 11,N. Y., U.S. A. 


‘Philadelphia 47, Pa. 


Phoenix, Arizona 

*Portland 9, Oregon 
. Princeton, Indiana 

lull ae 


K 11, N.Y. 
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CONFERENCE 
BOOTH #34 


NETHERLANDS PLAZA 
HOTEL 


*San Francisco 3, Cal. 
*Seattle 4, Wash. 


Spokane 8, Wash. 

ee ite 
Syracuse, N. Y. 
Wethersfield 9, Conn. 

















TRIANGLE’S 
\ NEWLY EXPANDED 
= CONDUIT PLANT 


N.. your requirements for 
rigid steel and thin wall conduit can 
be met faster, more dependably, 
since Triangle’s newly expanded 
plant is in production. Located in 
Moundsville, W. Va., hard by the 
steel center of Wheeling, this en- 
larged manufacturing establishment 
incorporates latest advancements in 
production equipment to assure 
greater output and the uniformly 
high quality for which Triangle has 
been famous for over 30 years. 


While output of steel conduit is 
at present limited by circumstances 
beyond Triangle’s control, when 
these conditions change you can 
count on Triangle for an immediate 
increase in shipments. If there’s a 
bottleneck in steel conduit, it won't 
be in Triangle’s new Moundsville 
plant! 


For Extra quality — at NO extra cost — insist on TRIANGLE! 


SERVES YOU, Batter Taster 


if It Bears This Trade Mark it's Made by Triangle... 





If It's Made by Triangle IT MUST BE RIGHT! 


For latest information on deliveries, contact your nearest Triangle distributor or representative, or write 
° ’ 
‘4 L ] . 4 ‘ @ ‘ 
* 1902 Jersey Avenue, New Brunswick, N. J. 


ovaETrrE BUILDING WIRE © BARE WIRE © ARMORED CABLE © “GLAZON” TRIEX NON- 
QE rye «METALLIC SHEATHED CABLE © SERVICE ENTRANCE, SERVICE DROP, VARNISHED 

CAMBRIC BRAIDED OR LEADED, TRIOPRENE TRENCH, POWER AND PARKWAY CABLES 
IT MUST BE RIGHT / RIGID CONDUIT © ELECTRIC METALLIC THIN WALL CONDUIT © FLEXIBLE STEEL CONDUIT 





March, 1949—ELECTRICAL WHOLESALING 





ty) 
arrt : 


Sy 


Ua 
coy yi] 
yy 
We 


engineered for 
DEPENDABILITY 


tn 


S Ty 
‘p 
Sz € p 
Wi\ ZB 
WM 
¢) 


_D 
Saliiiac? 
ee ON Ni 

ey) 


uy 





merchandised for 


VOLUME SALES 


YOU'RE INVITED TO WRITE FOR 
THE COMPLETE CATALOG OF 


Pw aality ELECTRIC WIRES 


CORD SETS * TROUBLE-LITES 
FUSES * CHRISTMAS LIGHTING 


ROYAL ELECTRIC CO., INC. © PAWTUCKET, R. 
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The Cummins record of quality, profit and repeat ‘A business speaks for itself to any dealer, any jobber. 















Colorful Colonial 


i 
/ 


{fT V | 
i fit {| 


VY LY 7. 


FOR DINETTE OR HALLWAY 









No. 2871 
Colonial brass, 
pastel green 
shade. Provincial 
blister glass 





No. 3031 


Polished copper 
and rusty iron. 


No. 2851 


Colonial brass 





and canary 
yellow shade. 


_ charming 


=, colonial fixtures by Virden 


add a bright touch of 


VIRDEN VALUE ° 
= cheer in new homes or old. 


Customers welcome not only 





No. 851 ° , : : 
tetatt lutea their pleasing decorative quality 
with hand-cut f 

shade but their moderate prices —Virden 


values that grow out of tasteful designs 


planned for Virden mass production skill. 


No. 2831 
Colonial brass 
with red shade 
Hob-nail gloss. 


As always, you'll get quick action from 


your Virden jobber. 


John C. Virden Sompeny - Cleveland, Ohio 


Vl eumber rémecrican A a¢ HE mn Ge re A “/aeslcle face 





34 ELECTRICAL WHOLESALING—March, 194° 





Ma: 














March, 1949—ELECTRICAL WHOLESALING 

















ADVERTISEMENT 


se | IDEAL DISTRIBUTOR NEWS | =: 

















PUBLISHED BY IDEAL IN 


DUSTRIES, Inc., Sycamore, III. 


MARCH, 1949 





SALES CAMPAIGN ACCLAIMED BIG SUCCESS 





SALES PROMOTION 
BY DISTRIBUTORS 
PAYS DIVIDENDS 





Local Trade Paper Ads and Use 
of Own House Organs Boosts 
“Pull” of Ideal National 
Advertising 


Use local trade paper advertising 
and house organ magazines to 
identify your company as an 
authorized Ideal Distributor. 
From the experience of the many 
Distributors who are now using 
these two media it is an inexpen- 
sive, highly profitable way to in- 
crease sales. Tie in direct mail | 
(supplied free with your imprint | 
by Ideal) and you have a three | 
way sales builder too good to miss! | 





Local advertising not only aug- | 
ments the inquiry and sales build: | 
ing power of Ideal national adver- | 
tising —it makes it your own 
advertising. It establishes your 
company as headquarters for 
Ideal products. It helps distribu- 
tor salesmen sell more and put 
new accounts on the books. 





| 
The help of the Advertising | 
Department at Ideal is always | 
available to you. It will help you 
plan, furnish cuts—or, if you 
have an advertising department, 
work directly with it. 





“Tank-Type” Cleaner 
Saves*1000 on One Job 


Show how an Ideal Cleaner saves | 
your customer money—and make | 
a sale! For instance: A paper box 
maker bought a tank type cleaner | 
for general cleaning. The station 
ary engineer decided it would 
clean his oil burning boilers. It 
did — perfectly—-and saved the 
$800 to $1000 previously spent 
every time the job was done! All 
it required was 20’ of extra hose | 
and an Ideal flat steel nozzle. On | 
just one cleaning the Ideal paid 
That’s economy you can sell! 
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Here are some of the portfolios of the Winter-Spring Sales Campaign | 
Ideal Distributors say ts ‘‘tops’’— one for each product or class of | 
product — complete with national advertising, merchandising aids, | 
direct mail and sales help. 








From Ideal’s Fourteen- 
Display Now Available Point Selling Policy 


Here’s a point-of-sale display that | Selective Distribution —Ideal has | 
packs a real urge to buy. It is an | franchised only a limited number 
eye-compelling piece, printed in| of Distributors. Wholesalers who 
four colors and complete with | buy from these Distributors real- 
flasher light. The headline tells a | ize a good profit from Ideal’s lines 


story that your customers should : 
know: “The Best Wire Connector | Of widely advertised products. | 
You Can Buy.” Size of display is | Distributors benefit from liberal 


° | ~ ° 
18’ x 18." Put it to work! | profit margins. 
| 


New Illuminated “Wire-Nut” 





New Revolutionary “Stripmaster” Wire Stripper 


crushing, no cut fingers, no 
nicked wire. 

Easiest-to-use Stripper 
The “Stripmaster” is the easiest- 
to-use hand-type wire stripper 
ever made. It weighs only 10 oz.; 
takes so little finger pressure that 
a girl can operate it continuously 
without fatigue; fits any hand. 
Available in five sizes for strip- 
ping Nos. 22 to 8 wire. 





Let your customers try the “Strip- 
master” and it sells itself. The 
Latest addition to the Ideal line | perfect “door-opener” in selling 
and a sensation wherever it’s| new prospects; a top-flight busi- 
shown. Just squeeze the handles | ness builder with your established 
once and the “Stripmaster” strips | trade. Make sure you have plenty 
wire clean and bare up to % inch. | on hand because they’re selling 
“Automatic” feature holds jaws| like hot cakes! Complete with 
apart while wire is removed; re- | Metal-edge carton — the same 


lease the handles and jaws snap | kind of carton that makes it eas- | 
for itself a good many times over. | back ready for the next strip. | ier to stock and sell every Ideal 


Takes less than 3 seconds! No| packaged product. 





DISTRIBUTORS SAY 
'49 SALES SHOULD 
BREAK ALL RECORDS 


Program Gives All Distributors 
Pre-planned Campaign Proved 
by Ideal for 30 Years 





“Enthusiastic” is a mild term for 
the reception Ideal Distributors 
have given the 1949 Sales Cam 
paign. They’ve been quick to see 
that here, wrapped up in one 
overall program, is everything 
they need to make 1949 their 
biggest profit year. 


Program Pre-tested and Proved 


There’s no guess-work about the 
Ideal Program for ’49. It gives 
every Distributor the same kind 
of hard-hitting, sales-producing 
campaign that boomed Ideal's 
business year after year when 
the company sold direct. Now it 
is doing the same thing for Ideal 
Distributors. 


Strong Advertising Help 


Nationaladvertising appearing in 


| 23 leading industrial magazines 


sparks the campaign. But it's 
more than advertising, more than 
| direct mail, more than sales pro 
| motion, it’s all three —with indi 
vidual programs that bring in 
sales in big volume for each Ideal 
| product and class of product 
| Distributors find that the clock 
| work schedules worked out for 
|every phase of every program 
| —plus the loads of free sales help 
| material — are sure fire for more 
orders. 


Only the Beginning! 


Best part of all is that it’s “only 
the beginning.” It’s a year-long 
campaign, with Spring, Summer 
and Fall-Winter programs, that 
will produce snow-balling volume 
for you for the next 10 months 
Work with your Ideal represent 
ative. He’ll help you at every step 
to make this the biggest pr 
year you’ve ever had. 











Engraving Plant Clean-Up 





| The Ideal “Tank-Type” Cleaner 
is ideal for cleaning cameras and 
bellows, getting rid of sawdust 
cleaning glass plates, etc. Are 
| you cashing in on this market? 
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a lot of reasons why 


@# SWITCHBOARDS 
































Compact... unit design, welded construction to provide long- 
lasting, trouble-free service. 


Featured part of this @® 


pl gee 
itchboard is the safety-type ° ; ; ‘ ‘ ; 

ind s i s fe - . 4¢6¢<Se > ‘ > a ’ . > 
-_ > Rlensewichins Which combines Flexible . - « assembled and shipped ready for connection of main 
“eal both disconnect switch and fuse pro- and branch circuit cables... units can be arranged singly or grouped 
uct tection in one unit... for more perfect ... Sections readily fit together .. . removable end walls permit add- 
lock contact and safer maintenance. Heavily ing sections to either side. 
t for electro silver-plated, copper contacts ° ; , 
ram Me t, PI ee Tailored for your needs... the number and capacity of 
4 are “squeezed” together in one locking KI ieché ee Re toes ided ied I : > 
he motion that clamps fuses at the same ampswitchfuz switches are provided as specified by you. 
nore » £ > , of . ° ™ ‘i ‘ 

tne, for 30 te 200 mips; For mare Han Safer Operation .. . dead front, com pletely enclosed, with fuses 

200 amps., € KAMKLAMP pressure- ie ss : f 

accessible only when switch door is open. 

type fuseholders are used. Access to ae 
— fuses only when door is open... pre- More efficient e « e less maintenance required or ample capac- 
long vents contact with live parts. ity... modern design... 
nmer Capacities: 30 to 1200 amps., 250 volts, 

t P E ere Add these reasons together and you will find that YOUR sum total 

tha AC or DC; and 30 to 400 amps., 575 eal h DEPENDABILITY. 
Hume volts, AC, in 2, 3 and 4 poles. checks with ours . . . 
nts , ; , . ° 
pee There are many other reasons why the Klamps witchfuz Switch- 
r ste] board is dependable, so contact your @ Representative for details. 
profit 


- Srank et€dam Electric Co. 


ST. LOUIS 13, MISSOURI 





_—_ Makers of BUSDUCT * PANELBOARDS © SWITCHBOARDS © SERVICE 
Are EQUIPMENT © SAFETY SWITCHES * LOAD CENTERS © QUIKHETER 
arket 
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MAKE OEE 


Ice Cream 
atone Va 
g Sf, 


HUSKY freezer 


aby Sanilling Saye 


THE J. E. PORTER CORPORATION 
OTTAWA, ILLINOIS 


Gentlemen: Please send me FREE HUSKY FREEZER 
(No.) 
displays and _DOLLY MADISON displays. (Limit of 
(No.) 
2 of both types per store.) 
STORE NAME 


STORE NAME 


STORE ADDRESS 


STORE ADDRESS 


CITY 


5: A 
The Name of my JOBBER i: _ 


rtf 
of Home Ice Cream Freezers 4 





CORPORATION ra 4 
J 7" 


YEARS OLD 


CHICAGO, ILLINOIS 


EL 4X 4 4n 4 ee . 
E I I AL V H L Al I la 
( R ( \ O I , \( ' rch f 








Pree eer Canta at NAS 





NOIS 


1949 











They’re geared for 


profits from inventories 


] Not long ago this West Coast company, manufacturer and 


distributor of power transmission equipment, was looking for 
a simplified system of inventory control to speed the handling 
of back orders provide better and faster customer service 
without piling up excessive stock. How to make inventories ac- 


tually produce profits—that was the problem. 


\uvanuneneniit | 
ITT 
aununnnnnnnitD 

WUT 


rarer? 


3 Remington Rand—world’s leading systems specialists—pro- 


g 
vided the perfect answer: a Kardex simplified system, with all 
information consolidated for fast and easy posting and finding 
Only one clerk is now needed to maintain complete controls for 
the thousands of items stocked! 


@ Speeded and improved customer service. 
@ Streamlined, accurate buying and selling. 

@ Controlled inventory to avoid understocks and overstocks. 
@ Reduced clerical overhead. 


@ Future profits assured by “point-of-use” record protection 


from fire in Safe-Kardex units. 


r t 1949 by Ren 


1 Rand Inc. 
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Profit-building features of simplified inventory control 


r 
| 
| 
| 
| 
| 
| 
| 








at 


J.W. MINDER 
Chain & Gear Co. 


Los Angeles, Calif. 
Portland, Ore. 


2 J. W. Minder Chain & Gear Co. needed more than just a 
record of items available on the stockroom shelves. They wanted 
to know what they could expect to have in stock, say, three 
months hence. That meant checking unfilled orders 
ing sales to determine anticipated demands . 
replenishments purchased. 


. analyz- 
keeping track of 





4 Each Kardex pocket tells the whole story of one stock item 

all purchases, sales and unfilled orders, p/as up-to-the-minute 
inventory status. The amount of stock on hand is flashed in 
stantly by colored Graph-A-Matic signals. Position of the signals 
shows at a glance follow -up, order point, normal stock, or over- 


stock acts to eliminate shortage bottlenecks. 








SYSTEMS DIVISION 


Reninglon Read 


315 Fourth Ave., New York 10 











HOW TO GET PROFITS FROM INVENTORIES | 
| .An authoritative 24-page book on modern methods of inventory con | 
trol... sent to you without obligation. Just fill in and mail this coupon. | 
oe 
| COMPANY. ae P 3 oer | 
| ADDRESS......... | 
ME aiewee5 siden Was padees mee ZOME...... ee . ‘ | 
ew-3 | 





eo 





We're just the right size to do business with. Approximately 
1000 people work in cooperation from design and engineering, 
purchase of raw materials, fabricating, assembly, shipping, 
administration and all those hundreds of functions that keep a 


soundly established business—properly serving its customers. 


We're big enough to handle your orders with routine dispatch 


yet small enough to appreciate the opportunity of serving you. 


The many fields in which Acme Electric transformers are now 
used—offer Electrical Wholesalers additional opportunities for 
good profits. Details about the Acme Electric transformer lines 


will be gladly furnished on request. 


ACME ELECTRIC CORPORATION 


673 Water St. Cuba, N. Y. 
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UGH TO DEPEND ON. 


SMALL ENOUGH TO APPRECIATE YOUR ORDERS 


ELECTRICAL WHOLESALING 


HOW MANY OF THESE 
PRODUCTS DO YOU SELL? 
Air Cooled Transformers 

Fluorescent Lamp Ballasts 


Cold Cathode Lighting Transformers and 
Ballasts 


Mercury Vapor Lighting Transformers 


Signalling, Chime and Bell Ringing 
Transformers 


Step Down Transformers 
Control Transformers 
Luminous Tube Transformers 


Voltage Regulators 


March, /949 
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BLACKBURN 


Copper C4 Cad 
GROUND ROD 


Completely Covered - - 
Molecularly Bonded - - 
for Lasting Ground 
System Protection! 


Sete ae eee | 
bs F 


z 
ia 


| lle as 


joe age PRE ete se 





1. A stronger, more rigid rod for better driving. 
Made with stronger, stiffer steel core, having 
a higher carbon content than any other rod. 


2. Completely covered, including top and bot- 
tom, to fully protect steel core. Has a heavy, 
non-porous and uniform covering of pure cop- 

per, which is thoroughly bonded to the steel 


core, and will not peel off when driven. 


3. Rolled finish produces hard, scar-resistant 


surface. 
Note uniform copper 


covering, molecularly i 4 4. Approved by REA and Underwriters. 


bonded to steel. Cross 7 . 4 5. Now available for prompt delivery. Made in 
section of copper is . . ’ sizes Y2 x 8, Y2 x 10, ¥% x 8, % x10, % x 10. 


greater than No. 4 wire. 5 q 6. Backed by Blackburn's reputation for quality. 


Mail Coupon Now for Sample Section 


JASPER BLACKBURN PRODUCTS CORP., 
First, Madison & Clinton Sts. © St. Louis 6, Mo 


Send me, without obligation, a sample section of your Blackburn 
Copper-Clad Ground Rod, prices, and name of nearest jobber. 





Individual Name & Title 


Address 
EWH 


i 

| 

l 

I 

Firm Name | 
I 

I 

d 
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Sylvania enters low-cost 


fixture field with 


ERES important news for electrical whole- 
H salers—a Sylvania Industrial Fixture in the 
lower price bracket! For the first time, you can 
offer your customers a Sylvania fixture compa- 
rable price-wise to any in the low-cost fixture 
field! Here are some important features of the 
new EF-240 Economy Model: 

It’s finished in Miracoat—the durable baked 
plastic finish used on higher priced Sylvania 
models. 

Standard knockouts for easy conduit mounting. 


--- MEW 


ECONOMY MODEL | 


F-240 


Die-punched deep-drawn chassis makes spacing 
of lampholders positive in assembly of fixture 
and totally encloses high-power-factor ballast. 

Price includes two 40-watt lamps and Glostat 
starters. 

Cut-off is adequate for many industrial and 
home workshop applications. 

Completely wired—easy to assemble. 

90-day guarantee of materials and workman- 
ship. 

It’s made by the makers of the famous HF-100. 
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Reflector Efficiency is equal 
to, or better than, any compar- 
able fixture on the market. Re- 
flecting surface is Sylvania’s ex- 
clusive Miracoat. 


High Power Factor Ballast 
—85% or better! Ballast is to- 
tally enclosed in die-punched, 
deep-drawn steel chassis. 


20-Gauge Steel Through- 


OUT — one piece chassis is deep 
drawn. Simple wing nut fasten- 
ing of the reflector to the top 
housing. 









~ 


No Tools Required for easy 


maintenance of this fixture. 





SY LVANIA y recta enous INC 


IPSWICH. MASS 
LIGHTING FIXTURE 

MADE INU SA 
prittts Laborator,,. 


or nsrecreo 
ELECTRIC FIXTURE ISSUE NO. A-2, 438 


Nc 


Underwriters’ Laborato- 


ries Approved — the eF-240 
carries the Underwriters’ Labo- 
ratories seal of approval. 


Sylvania’s Long-Life 
Lamps are supplied—the finest 
fluorescent lamps money can 
buy. Longer life, more light than 
ever before. 







Glostat Starters are stand- 
ard equipment of the EF-240. 
These starters are Sylvania- 
made and give fast, reliable, 
long-lasting performance. 





Hanging Ears, which are 
lanced-out, make it easy to at- 
tach unit to hanging device for 
regular industrial mounting. 
































Now is the time to get complete details of this revo- this price range —plus many exclusive Sylvania fea- 
lutionary step in Sylvania’s production. The EF-240 


is a fine fluorescent fixture that will meet the re- 


tures such as the Miracoat finish and one-piece 


ee Se Se lll CU el 


chassis. 





quirements of a great many of your customers who To build sales for you, we are advertising the 


desire a lower-priced unit. It is carefully designed to EF-240 in seven magazines read by electrical con- 
give dependable service. It has incorporated in it tractors. They ll be asking you about it—so get full 


all the essential features expected in a fixture in details right now from your Sylvania representative. 


ISYLVANIA 
KLECTERIC 


XESCENT LAMPS, FIXTURES, WIRING DEVICES; ELECTRIC LIGHT BULBS; PHOTOLAMPS; RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES 


ie 
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NOW AVAILABLE 


IN ALL POPULAR CAPACITIES 


Current Carrying 
Copper Alloy 
Trigger Spring 


Guarantees accurate, 
dependable calibration 
in production 


Safe time delay insures against dam- 
aged equipment and thus saves costly 
replacements. By preventing unnecessary 
work stoppages, factory production is 
protected. 

Now available in all popular capaci- 
ties, you can stock Jefferson Thermal 
Saf-T-Lag Fuses (Ferrule and Knife Blade 
Types) for quick turnover and profits. 
Sold through wholesalers. Write for Bul- 


letin 482-ST. 


JEFFERSON ELECTRIC COMPANY 


Bellwood, Illinois 











Proportionately 
Located 
Short Circuit Links 


Equal heat distribution 
—no hot spots 


Listed by Underwriters’ Laboratories, Inc. 
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) BUSINESS INDEX 
SALES INVENTORIES WITH WHOLESALERS SALESMAN 
_— 650 
DEC. 1948 — 
p—= 600 
ot 
| “i 
| - , 
=— 550 Business Index 
| — » 
E For the Month of December 1948 
| : a S00 
| oi 
| -_ 
| = " Setting an all time record, wholesalers’ sales 
' bes for 1948 advanced 14 percent over the twelve months of 
=— 400 1947, the previous high sales year. 
qi = December sales for the trade also set a new monthly 
— record and were up 5 and 16 percent over December 
| a 1947 and November 1948. 
| = 350 Considered by class of house, 1948 compared with 
H = 1947, full-line houses reported business up 15 percent 
| = . as against respective increases of 5 and 7 percent indi- 
il 309 cated by wiring supplies-construction materials houses 
HH | a ; - ; ; ‘ 
Hi = : and applances-specialties houses. kor the month of 
| — December 1948 compared to the previous month full 
| i ™ line wholesalers showed an increase of 18 percent, while 
i ; poe 250 wiring supplies-construction materials distributors rose 
} | = 4+ percent and appliances-specialties increased 3 percent. 
| 7 Reports covering December operations of 487 firms 
: | = with sales of $116,788,000 were used in developing 
| co 200 this data. 
| i, 
| = 150 
AVERAGE AVERAGE | NVENTORIES <toct a al 
YYCNTURIE ocks, measured at cost, and as re 
MONTHLY pos acined ported advanced & percent over November 1948 to reach 
SALES INVENTORIES a level 48 percent above December 31, 1947. The end 
; of-1948 holdings were indicated as the highest on 
record, 
By class of house inventories of full line wholesalers 
for December were reported as 11 percent over the 
month of November and 54 percent over December 





1947. Wiring supplies-construction materials distribu- 
tors reported increases of 2 percent over November and 
13 percent over December 1947 and appliances—special- 
ties reported a decrease of 5 percent from November and 
The figures we use as basis for these monthly a 31 percent increase over December 1947. 
comparisons of performance in the electrical wholesaling In terms of weeks’ supply at the December sales rates, 
held are collected and compiled by the Bureau of the end-of-year stocks represent 6.5 weeks of business as 
Census of the U. S. Dept. of Commerce against approximately 4.5 weeks supply for a year ago. 
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Available in various com- 
binations to meet specific 
requirements. 





































remale connector interior in steel en- 
closure, cadmium plated finish. Com- 
plete with sponge rubber dust-tight 


Maximum 


bushing and cable grip. 





cable diameter '/, inch. Appr. net 
weight Vo Ib. 





8722 8723 8724 
Single receptacle complete with heavy 
gage steel cover with gasketed flap, 
cadmium plated finish. Fits types FS 
and FD conduit boxes. Appr. net 
8702 8703 8704 


Single receptacle complete with heavy 
gage steel cover without flap, cad- 
mium plated finish. Fits types FS and 





FD conduit boxes. Appr. net weight 
Yq Ib. 

8802 8803 8804 
Duplex receptacle complete with 


heavy gage steel cover with gasketed 
flaps, cadmium plated finish. Fits 
types FS and FD conduit boxes. Appr. 
net weight ¥ |b. 





8733 


with 
heavy gage steel cover without flaps, 
cadmium plated finish. Fits types FS 
and FD conduit boxes. Appr. net 
weight |/> |b. 


Duplex rece,_tacle complete 


8832 8833 8834 


ERCIAL LAND 


Sold through Electrical Wholesalers 





— 
CATALOG NUMBERS in AMPERES. 125 VOLTS 
jie ihe ahs FOR com oe CATALOG NUMEERS 
2 Pole 3 Pole 4 Pole 10 AMPERES. 2 2 Wire 2 Wire Wird 
2 Pole 3 Pole + Pole 
Male plug interior in steel enclosure 
cadmium plated finish. Complete with 
sponge rubber dust-tight bushing and Duplex receptacle complete with 
cable grip. Maximum cable diameter heavy gage steel cover with gasketed 
Vy inch. Appr. net weight '/ bh. flaps, cadmium plated finish, and type 
8712 8713 8714 FS single gang cast iron conduit box. 


Appr. net weight 35% Ibs. 


Duplex receptacle complete with .060 
inch brass flush plate without flaps, 
brush brass finish. Fits standard 4 
inch outlet boxes with raised covers. 
Appr. net weight |/, lb. 


Single “male receptacle interior in 
ilanged steel casing, cadmium plated 


finish. Appr. net weight !/g Ib. 


Single receptacle complete with .060 
inch brass flush plate without flap, 
brush brass finish, Fits standard 4 
inch outlet boxes with raised covers, 
or single gang switch boxes having 2 
inch minimum depth. Appr. net weight 
¥_ lb. 


Single receptacle complete with cast 
aluminum conduit fitting and cover 
with gasketed flap, corrosion resisting 
finish. Tapped for '/2 inch conduit, 
one way only. Appr. net weight ¥% Ib. 





Sales Representatives in Principal Cities 


<TRIAL APPLICATION 














8942R 8943R 8944 
















8842 
















8792 8793 
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The new Automatic Locking Midget Ever-Lok Plugs, Recepta- 
cles, and Cord Connectors are designed for many applications 
where space is limited, or units of smaller size are desirable. 


Write for new, 
12-page Catalog EL49-5 


Used wherever safe, reliable performance is vital, such as in 
business offices, hospitals, institutional buildings, and industrial 
plants. Readily adaptable for use as a component for all types 
of portable electrical equipment, including recorders, com- 
munication and sound equipmént, electric machine fools, X-ray 
and medical apparatus, and many other types of equipment. 


Midget Ever-Lok units embody all the dependable features of 
the well-known larger size Ever-Lok units, plus many advantages 


achieved by improvements in design and materials, 


902” 






Russell & Stoll's leadership in the manufacture of 
precision-built electrical equipment is the result of 
over four decades of specialized engineering experi- 
ence and skilled craftsmanship. R&S products are 
recognized everywhere as the standard of value for 
materials, workmanship, and quality. 


The midget EVER-LOK plug is automatically locked when inserted into a midget EVER-LOK receptacle or cord 
connector. They can be readily unlocked by a twist of the wrist. The fool-proof bayonet type lock is simple and 
also serves to polarize the connectors, The spring action of the plug is durable and designed to give years of 


trouble-free service, 


1. Dust-proof—A thick sponge rubber washer is provided in 
each cap, to be forced over the cord. This serves as a bushing 
and also as a shield to exclude metal particles, dust, etc., 
from interiors of Plugs and Connectors, 

Contacts—Precision made, self-wiping, and self-aligning, 

. Interiors—All interiors of molded arc-resisting composition, 

. Cord Grip—Plugs and Connectors are provided with adjust- 
able cord grips preventing strains on connections, 

. Entirely steel-clad—cadmium plated. 


ai »>wwn 


RUSSELL & ‘STOLL COMPANY. 


Precision-Built Electrical Equipment 
125 BARCLAY STREET, NEW YORK 7, N. Y. 





6. Terminals located for most convenient wiring. 

7. oe Grounding—Casings are positively grounded by 
ings insuring protection. of workmen against accidental 
rt-circuits, 

8. Equipment grounding is secured by separate set of beryllium 
contacts which make" first and break" last (as required by 
Underwriters Laboratories). 

9. Housings and Interiors are indexed for fool-proof assembly, 


10, Polarized to prevent cross connections, 





INC. 
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Electrical Wholesaling BUSINESS INDEX 





REGIONAL ANALYSIS DECEMBER, 1948 


Figures in this table apply to the geographic divisions 





EFOGRAPHICALLY. aff clases of houses com as outlined and numbered in white on map above. 
F bined, sales were up in each region—1948 compared 
with 1947, 
()n this comparative basis, increases which ranged SALES INVENTORIES 
from 7 percent in New England to 21 percent or more December 1948 December 1948 | 
| in the West South Central and Mountain areas were Compared in °/, with Compared in °/, with 
' reported. November to December sales gains occurred Trading poet 
in all regions, with the more marked increases being Nov. Dec. Region Nov. Dec. at 
reported from the Northeast and North Central parts 1948 1947 (See Map) 1948 1947 














of the countrv: the Middle Atlantic area showing the 7 

top gain of 28 percent. er Ta ; Ti2 +50 
However, comparing December 1948 with December +18 & 3 3 +7 +44 

1947 by regions, decreases were reported in three areas +18 +11 4 + 5 +37 

ranging from down | percent in the South Atlantic divi +13 — | 5 + 6 +49 

sion to 10 percent off in the Pacific Division. + 3 — 6 6 +10 +43 
Weeks supply of inventory at current rate of sales +'8 +24 7 +10 +43 L 

ran from 5.5 weeks in the Middle Atlantic division up to + : 5 8 + 6 bt 0 

8.5 weeks in the East South Central Division. 7 ie ’ + % + o 


















STATES COMPRISING GEOGRAPHIC DIVISIONS REGION 5—Del., Md., D. of C., Va. N. ¢ S ©. a 
REGION 1—Maine, N. Hamp., Vt., Mass., Conn.; REGION Fla.; REGION 6—Ky., Tenn., Ala., Miss.; REGION 7—Ark 
2—N. Y., N. J., Penn.; REGION 3—Ohio, Ind., Ill., Mich., La., Okla., Tex.; REGION 8—Mont., Idaho, Wvyo., Colo., N 
Wis., REGION 4—Minn., Iowa, Mo., N. Dak., Nebr. Kans.; Mex., Ariz., Utah, Nev.: REGION 9—Wash., Ore., Call 
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Pat. No. 1,993,385 


5 


SIMPLE STEPS 
FOR EASIER 
SERVICING 


Release spring-set lever. Reflector and 
lamp are detached instantly, as a unit 


and socket areremovedtogether. Reflector may be immersed in water 
light upward pressure and a quarter for thorough cleaning to restore origi 
turn remove them from reflector nal reflecting surfaces 


Socke! and lamp are returned to re- Pressing reflector into hood, locks 
flector and securely locked with merely __ reflector in place, lights lamp, again 
@ simple twist of the wrist. delivers full illuminating efficiency. 


PPLETON DISKONECT REFLECTORS 


Your customers will welcome Appleton’s answer to the 
ever-present problem of installing and servicing light 
reflectors quickly and easily. The Diskonect Reflector 
is attached or detached from the hood instantly by 
means of a snap lock—without twisting, tugging, forc- 
ing. or the use of tools. The heavy drawn-steel hood 
is fitted with a spring-set lever which locks or unlocks 


the porcelain enameled reflector. 


Even when the Diskonect Reflector remains in place 
for extended periods, detachment remains quick and 
easy. Corrosion and “freezing” together of component 
parts are prevented by metal-to-glass connection—heavy, 


rustless cadmium plate to porcelain enamel. 


Diskonect Reflectors are finished in permanent porce- 
lain enamel and offered in a wide variety of styles. Com- 
plete ‘““come-apart” construction permits cleansing of all 
parts separately a time-saving feature that enables you 
to maintain a higher standard of lighting efficiency. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


APPLETON ELECTRIC COMPANY 


1734 WELLINGTON AVENUE ° CHICAGO 13, ILLINOIS 


Branch Offices: NEW YORK, 50 Church St. « DETROIT, 3049 E. Grand Blvd. « CLEVELAND, 1836 Euclid 
Avenue « SAN FRANCISCO, 655 Minna St. « ST. LOUIS, 420 Frisco Bldg. *« LOS ANGELES, 100 N. 
Santa Fe Avenue e ATLANTA, 724 Boulevard N.E. « BIRMINGHAM, 429 Brown Marx Bidg. « MINNE- 
APOLIS, 305 Fifth St.S. ¢ PITTSBURGH, 414 Bessemer Bldg. © BALTIMORE, 100 East Pleasant St. « 
BOSTON, 10 High Street * DENVER, 1509 Seventeenth Street + PHILADELPHIA, 1017 Cherry Street 


Resident Representatives: Cincinnati, Dallas, Houston, Indianapolis, Kansas 
City, Milwaukee, Seattle e Export Representatives: International 
Standard Electric Corp., 67 Broad St., New York 4,N. Y 


USE THIS CONVENIENT BUYING GUIDE 
1 fully detailed and graphically illustrated Appleton Catalog 


will be matled to you immediately upon request. Be sure your 
customers have it for faster, easter —completely dependable 
purchasing of all lighting and electrical equipment 


CONDUIT FITTINGS + LIGHTING EQUIPMENT » OUTLET AND SWITCH BOXES + EXPLOSION-PROOF FITTINGS + REELITES 























U.S. Aluminum Cables—up to 50% lighter 
than ordinary cables—are extremely easy to 
install... easy on the pocketbook. Available 
with either Neoprene or braid cover—both 
are tough and abrasion-resistant. 


Write for the new 32-page booklet describing 
all types and sizes of “U.S.”" aluminum wires 
and cables. Address Wire and Cable Depart- 
ment, United States Rubber Company, 1230 
Avenue of the Americas, New York 20, N. Y. 





A PRODUCT OF 








UNITED STATES 
RUBBER COMPANY 
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DUPLEX 
RECEPTACLES 


om plete Line 
or General 
nstallations 


No. 9260 — the new Back-Wired Duplex Convenience 
Outlet — can be side-wired too but the back-wiring 
feature makes easier, more secure installation. Built-in 
stripping guide assures correct stripping, eliminates ex- 
posed wire. Individual terminal clamps hold wires with 
a no-slip grip. Strong plastic base ( No. 9260, brown; 
No. 9260-1, white Ivorylite), with double T-slots. Double 
side-contacts with large recessed binding screws ample 
tor No. 10 wire; washer-type plaster ears. Altogether a 


new “high” in receptacles. 


No. 1913-1 — Duplex Convenience Outlet of white Ivory 
lite, with 4 binding screws for side-wiring only. T-slots 
and wide plaster ears. Long-proved a most dependable 
receptacle for high-grade residential wiring. (For brown 


plastic base, specify No. 1913. 


No. 400-1 — New intermediate-grade Convenience Outlet, 
sturdily built, entirely encased in molded white Ivorylit« 
Double side-contacts with 4 contact screws ample for 
No. 10 wire. Parallel slots with guiding grooves for easy 
plug insertion; wide plaster ears. Meets REA and Federal 


specifications. (For brown plastic base, specify No. 400 


No. 401 — Same receptacle body as No. 400 but fur 


nished with metal outlet box cover for 3!5" or 4” boxes 


tor basement work, private garages etc. 
DISTRIBUTED THROUGH ELECTRICAL WHOLESALERS 


Arrow ELectric Division 


THE ARROW-HART & HEGEMAN ELECTRIC COMPANY, HARTFORD 6, CONN., U.S.A. 
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When 
Out” 


such phenomenal growtl 


ROCHESTER Went “AIl- 
“Tt 1s indeed remarkable that, in a business 
and having such keenly 
mnpetitive interests, there 
] 


should be evolved a plan 
ufficiently comprehensive to at once bring about an 
ncalculable increase of business to the good of all con 
erned while not in the least disturbing the benefits of 
roper competition.” 

We ask you to note the quotation marks in the pre 
‘ling paragraph because those are not the words of 
Instead, those are the words of none otl 


his writer. er 


1 


an the real founder of the electrical industry. Thomas 


\. Edison, and these were contained in a letter he 
rote thirty-five vears ago 

Che letter was addressed to a group of electrical men 
vho had voluntarily gathered on an island in Lake 
(ntario, named their group “Camp Cooperation” and 
spent a week in developing a pattern for cooperative 
tivities between all branches of the electrical industry. 

That was the first recorded instance where a pro 
ound consciousness of the interdependence of the vari- 
us branches of the electrical industry on the part of 


ts leaders resulted in tl 


le formation of plans for co 
operation that would enable all to join forces in devel 
ping the sales potentials of the industry. 

The seeds of co | eration, then planted, have borne 
reclous fruit in every community where the same 
isic approach of mutual responsibility and helpfulness 
vas applied by responsible electrical men, That's why 
might well have 


Mr. Edison were alive today, he 


ldressed that same message to the electrical men of 
cl CSreT. :, ae 

lt is that city that has provided the most recent and 
far most impressive documented example and proof 
sitive, that cooperation by all 

inches of the electrical industry in a community or 


the interdependent 


ritory really pays PLUS profit. 
| he following pages must tell their own story. But 


ur 


ge most careful reading and study upon all, be- 





carefully guided and soundly militant cooperation for 


common Yo6 cd. 
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ise in our considerate judgment the future of the 
ctrical industry and every last sector, individual or 
nceern in it, lies in the constant practice of integrated, 





It is our hope that this presentation will serve as an 


t 


inspiration to utility, manufacturer, wholesaler and 


contractor executives in other communities to mauegu 
rate similar local sales-building cooperation wherevet 
none exists today. We extend thanks to the EDISON 
ELECTRIC INSTITUTE for having given to the 
electrical industry in the PLANNED LIGHTING 
potent a vehicle for 


campaign so sales-building co 


operation. 
lo the electrical men of Rochester we extend hearty 
congratulat‘ons on a most notable achievement and our 


] 


sincere thanks for their unstinted cooperation which 


made this presentation possible 


* 
“We Are Not Alarmed” 


one of the country’s foremost students of business and 


Phat’s the way 


] ] 
| 


economic trends answered a question about the bust 


ness outlook in the light of some slowing up of sales 
in certain lines and some lay-offs (mostly seasonal). 
When we asked our own economic advisor, Dextet 
he confirmed that 1) 


M. Keezer the ) 
) 


same question, 


lavotfs have been mostly seasonal: weakness 1n 


és} 
soft goods production is being relieved by heavy store 
sales and lower prices; 3) prospects for housing and 
building materials are stronger than they were in re 

cent months; 4+) no signs have appeared of a major 
easing in the all-important volume of expenditures by 
business concerns for new plants and equipment; 5) 
federal and local government's cash outlay will rise by 
7 to 10 billion dollars annually over the next 12 months 

a big bolster to business 


1 ] 


Dexter reminds us that his forecast for 1048, made 


a year ago, turned out to be virtually pertect 


* 


Your New TAX-FREE Competition 
have related incidents or 


co-ops because we have felt very 


(On numerous occasions we 
activities of tax-free 
from that source to the 


dangers 


sincerely that the 


(Continued ¢ 


“| 57 ) 
WM page o4 
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THE BEST WIRE OR CABLE for a job?... 
trouble to be ironed out? See that your customers 
are always right, by calling in your Roebling 
Field Man. His knowledge and experience 
afford ready answers to wire and cable questions 
... he’s a trouble-shooter who shoots business 
your way. 


As a Roebling electrical wholesaler, cash in on 





this service whenever questions and problems 


ATLANTA: 
BOSTON: 
CHICAGO: 
CLEVELAND: 
DENVER: 
HOUSTON: 

LOS ANGELES 
NEW YORK: 
PHILADELPHIA: 
PITTSBURGH: 
PORTLAND, ORE. : 
SAN FRANCISCO: 
SEATTLE: 


934 AVON AVENUE *® RAYMOND 2151 

51 SLEEPER STREET *® LIB. 4373 

5525 ®. ROOSEVELT RD. ® CRAWFORD 6400 

701 ST. CLAIR AVE., N.E. ® L.D. 249 & MAIN 5030 
1635 SEVENTEENTH ST. ®& EAST 2684 & KEYSTONE 4]1f | 
6216 NAVIGATION BLVD. ® WOODCREST 6-8316 

216 S. ALAMEDA ST. ® TRINITY 1261 = ; 
19 RECTOR STREET &® WH. 3-5200 

2S8.12TH STREET ® MARKET 7.-2751 

855 W. NORTH AVENUE *& FAIRFAX 2766 

1032 N. W. 14TH AVENUE *® BROADWAY 5456 
1740 17TH STREET *® MARKET 8787 

900 FIRST AVENUE, SOUTH ® MAIN 4992 


” 
snatoce aB 


March, 1949—ELECTRICAL WHOLESALING 


ARE ALWAYS RIGHT 


A COMPLETE LINE ... 


pose ...all made to Roebling standards for long life and top performance. 


ar | 





come up. You'll find this technical assistance a 
profitable sales help... always available, a de- 
pendable builder of customer good-will, and 
making it easier for you to book additional orders 


for Roebling products. 


JOHN A. ROEBLING’S SONS COMPANY 
TRENTON 2, NEW JERSEY 


Branches and Warehouses in Principal Cities 


Active sales and service cooperation, however, is only one part of 
the Roebling program to help you win more business. The program 


is four-fold and gives you these other outstanding advantages: 


mv.e than 60 types of wire and cable for every pur- 


AGGRESSIVE ADVERTISING in business and industrial papers... full 


page color messages that reach your market fully and effectively... direct mail 


literature describing specific types of wire and cable. 


BRANCH WAREHOUSES strategically located and fully stocked to help you 


assure prompt, efficient delivery service. 


ROEBLING 
FR 


A CENTURY OF CONFIDENCE 


ROEBLING 








Anaconda continues its "Wire Ahead" Campaign to your industrial customers. They are reading this ad now 





Densheath Type TW Building Wire 

with its special thermoplastic insulati 
ound production insurance a 

plant. It will not support combusti 

is long-aging, Impervious to a ids. o 


and alkalis. It is recognized by the Na 


GOO volts and temperatures up to 140 


| mid wet and it B 
| t w ht. with as vot 
h and w ut braid. Densheat 
pulls through easier re ts abra 
Pert ment, b t « S r qu 


eri ng ce . the Code recognize 
the smaller diameter of Densheath TW 


a typical case 
'2°* CONDUIT 
Type R Type TW 





3 #10 Wires 6 #10 Wires 





tional Electrical Code for circuits up to 


and permits more conductors to be 


pulled in the same size conduit. Here ts 








umer 








How MUCH of the electric power you pay for do you throw over you 
shoulder through overloaded, overextended, obsolete, inadequate 
wiring? 

Avoid wasting power. Find present losses and safeguard future 
expansion. Talk to your plant power engineer, consulting engineer, 
electrical contractor, wholesaler or utility power salesman. It’s their 
job to advise and protect vou 
against slow-downs and shut- 
downs that mean unproductive 


waves, lost production, spoilage. 


WIRE AHEAD a comprehensive discus 
preventive maintenance, pomts out 
symptoms of inadequate wiring, presents 
detailed plans for anticipating electrical de- 
mand. Forty-eight factual pages of practical 


information and suggestions free on request. 





rpA ANACONDA WIRE & CABLE COMPANY 


25 Broadway, New York 4, N. Y. 
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(Continued from page 53) 
existence of tax-paying “free’’ enterprise in any simi- 
lar business, cannot be underestimated. So far some 
of our readers may have been justified in thinking that 
we were a bit too pessimistic on this subject, but we 
doubt whether any reader will hold that opinion after 
absorbing this item. 

The National Rural Electric Cooperative Associa- 
tion recently had its annual convention at New York. 
\pproximately 4,000 “executives” and delegates of 
rural co-ops were in attendance and they claimed to 
represent over 2'2 million farmers. Prominent (mostly 
political) speakers assailed private utilities, monopolies 
and practically anybody or anything that impeded the 
co-ops’ progress with one corner of their mouths and 
with the other they asked for more public funds to 
expand their activities. 

rhe coup d’etat that was put over and which should 
vive electrical wholesalers and manufacturers some- 
thing to think about was an agreement covering a total 
of nearly 1,000,000,000 pounds of aluminum wire, cost- 
ing around $180 million which the electrical co-ops 
would buy direct from the Reynolds Metals Company, 
the manufacturer. 

(Of course, that manufacturer does not propose to 
handle all the litttle orders from individual co-ops, so 
the huge wholesaling operation is being underwritten 
by the Wisconsin Klectric Cooperative, a giant whole- 
saling “cooperative” organization which has been dis- 
tributing electrical products for 10 years. Therefore 
don't think for a minute that this aluminum deal will 
vive the W. FE. Co-op just a hold on the wire business 
but it will have undoubtedly a stranglehold on every- 
thing that goes with it, connectors, fittings, transform- 
ers, switches, etc., etc. 

To top off a transaction that enables government- 
financed groups to monopolize such huge sales volume 
to an extent where independent tax-paying business 
does not even get a chance at it, the co-ops who want to 
buy this deal will have to put up in advance $4 for 
every 100 pounds of wire they want to buy, which 
money goes to Reynolds to finance the cost of putting 
suitable manufacturing facilities in service and—some 
of them will have to go to Uncle Sam for a loan to use 
in making their “deposit.” 

But you and I, and all privately financed “free” 
enterprise must keep on paying taxes that cannot help 
but become more burdensome in direct proportion to 
the increase in tax-free riding government-sheltered 
co-op competition. 


-“ 
The Rush Is Over — Heads of established 


business houses who always are concerned about new 
competition and who have viewed with alarm the flood 
of newcomers that started, after the war ended, now 
can take a long sigh of relief, because the rush definitely 
is over. Since public sentiment about the business 
outlook generally is reflected with considerable ac 
curacy in the records of how many new business enter- 
prises have taken the plunge, the fact that the tide has 
turned means that it is no longer considered “easy 


1 
} 
I 


sledding” to start a new venture. 
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\ccording to Business Week fewer than 400,000 
new firms began operations in 1948 as compared with 
over 600,000 in 1946 and—some 300,000 businesses 
shut up shop in 1948—-a new post-war high—which 
means that the NIT gain in 1948 was only around 
100,000 while the 1946 figure of 600,000 was almost 
all gain because comparatively few drop-outs were 
recorded. 

All this, to say that NEW competition is tapering 
off but—watch out for the battle that OLD competi 
tion will be putting up to stay in business. 

The Time for Intensive Selling is here 


* 


Cold Turkey It looks as if we are not going 
to be deprived of our favorite dish, hot turkey with 
chestnut dressing and nice brown giblet gravy, but 

we don't know whether our old favorite sand 
wich—cold turkey wrapped up in. slices of baked 
Virginia ham—will be available, if the new look in 
turkey raising, recently reported by /:lectrical IH orld 
is carried to the ultimate. 

The venerable publication, now celebrating its 75th 
anniversary reports that turkeys raised on the Wal 
worth plantation in South Carolina owe everything 
from birth to death— to electricity 

True those turkeys still must pick their own way 
out of the eggshell, but from there on it’s an all-electric 
existence into electrically controlled brooders, into 
electrically flood-lighted turkey roosts, eating partially 
electrically prepared food and drinking electrically 
pumped water until their number is up. 

Then it’s electrical but painless death, the last bath 
in electrically heated water, a fast and furious de 
feathering by electrical picker and finally into the elec 
trical freezer for the final trip to the housewife, the 
table and Finis, 

We think that those “fawney” turkeys are going to 
be so good to eat that after their first appearance on 
the table there'll be nothing left but the “makings” for 
turkey soup. 


No Cold 1 urkey. 


/~) 
ny 
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ARE YOU SECURING THESE THREE BENEFITS OF 
HAZARD PERFORMITE BUMOING WIRE? 





I. advantages you gain from Hazard Performite Build- 
ing Wire, Type RH, are simply the logical results of using 
better insulation which permits a lighter-weight, smaller- 
diameter wire for a desired circuit amperage. 

Performite Insulation, with its high heat-resistance, (20%; 
greater current carrying capacity than Code grade) means 
that smaller conductors, voltage drop permitting, carry 
the same load with greater safety. Thus, particularly on 
#1 Awg wire and larger— you save initially on copper cost 
and lower shipping weight... handling and installation 
are easier and therefore quicker with this lighter, more 
compact wire... its smaller overall diameter permits 
smaller, less costly conduit and fittings. And the better 
grade rubber used in compounding Performite Insulation 
assures many extra years of safe service. 

If you’re not already taking advantage of Hazard Per- 
formite Type RH Building Wire, it will pay you to talk 
to your Hazard representative before planning your next 
installation. Hazard Insulated Wire Works, Division of 


The Okonite Company, Wilkes-Barre, Pennsylvania. 





. 





Quick Comparison Chart of Typical Savings with Per- 
formite Type RH Building Wire for Five Common Cir- 


cuit Amperages Where Voltage Drop Is Not Excessive. 
- 














: APPROX. 
WEIGHT | CONDUIT SAVING 
: PER FOR PER 
TYPE SIZE AWG o.D. 1000 FT. | 3 CONDRS.| 1000 FT.« 
100 AMPERE CIRCUIT 
R 1(110 Amps.) .56” 364 1%” 
RH | 2(115 Amps.) .48” 278 1%” $35.00 
200 AMPERE CIRCUIT 
R 250,000CM .84” 962 2,” 
(215 Amps.) 
RH 3/0 .70” 663 2” $105.00 
(200 Amps.) 





285 AMPERE CIRCUIT 





R 500,000CM 1.09” 1815 3” 
RH | 300,000CM 90” 1139 2%,” | $210.00 





380 AMPERE CIRCUIT 





R 700,000CM 1,27” 2512 3%” 
RH | 500,000CM 1.09” 1815 3” $225.00 





400 AMPERE CIRCUIT 





R 750,000CM 1.30” 2673 3Y” : 
RH | 600,000CM 1.20” 2177 3¥%” $55.00 




















* These savings are only on copper. Additional savings also 
result from smaller conduit and fittings; lighter-weight, 
easier to handle and install wire. Your Hazard representa- 
tive will be glad to work ovt an estimate for you of overall 
savings for a given job. 


WAZARD % 2. 


insulated wires and cables for every electrical use 
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A MESSAGE TO AMERICAN 


“Give us the tools...” 


INDUSTRY ° 





73rd OF A SERIES 


Now ts the time to 
FIGHT SOCIALISM 


in Washin 


] De we want to follow Britain down the economic 
skids? 


We Americans face that question today. For we 
are being advised by Administration economists 
in Washington to take the course which destroyed 
Britain industrially. It is the temporarily easy 
course of cutting down expenditures for tools in 
order to have more things to consume right away. 


The President’s Council of Economic Advisers 
tells us we are spending too large a part of our 
national income on new tools and equipment. A 
larger share, they say, should go for goods and 
services used directly by consumers. 

Before we take that advice, let us look at Bri- 
tain. When the British once allowed their indus- 
trial plants and equipment to run down — they 
started down a dreary road to industrial stagna- 
tion and decay. 

British industry once ruled the world. Low pro- 
duction costs enabled it to undersell all competi- 
tors. Efficiency gave British workers the highest 
living standards anywhere. 

Now all that Britain has between it and eco- 
nomic disaster is pluck and American aid through 
the Marshall Plan. 
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The British people are living poorly — still on 
rations and in austerity. With practically everyone 
working, and working longer hours than we do in 
the United States, they cannot produce enough to 
pay for the raw materials and food they must 
import. 

How did Britain get in this fix? 

The story is complicated. British sacrifices in 
two wars play a tragic part in it. But another fact 
also stands out: 

Britain began to go downhill even before World 
War I — when British industries allowed their 
plants and equipment to grow obsolete. 

Once that process started, it grew steadily 
worse. By 1929 the share of Britain’s national 
income being plowed back into capital invest- 
ment had shrunk to less than two-thirds of what 
it had been twenty years earlier. We were putting 
twice as big a share of our national income into 
capital goods at this same time. 


Skimping on capital equipment —on new plants 
and new tools—put the skids under industrial 
Britain. 


World War IT only speeded up a process already 
well under way. 
















CORRECT 
CONDUIT CONNECTIONS 











i Select the best, insist on Briegel All 
Steel Fittings, the original approved 
Indenter type connectors and cou- 
plings for thin wall conduit tubing. 
You will not only find that Briegel 
Indenter Fittings are easier and faster 
to use, but also make neater, stronger 
connections, the correct connections. 
Two Easy Squeezes and they’re set. 
Start using Briegel Fittings today. 
Have more satisfied customers—more 


Cross Section Showing profits from each job. 
indentations 


<7 


© MALVAN 
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DISTRIBUTED BY 


The M. B. Austin Co., Northbrook, Ill.; Clayton 
Mark & Co., Evanston, Ill.; Clifton Conduit Co., 
Jersey City, N. J.; General Electric Co., Bridge- 
port, Conn.; The Steelduct Co., Youngstown, Ohio; 
Enameled Metals, Pittsburgh, Penn.; Kondu Mfg. 
Co., Ltd., Preston, Ont. 









All B-M Fittings Carry 
the Underwriter's Seal 


. YIONOULS: 


of Approval and Ca- 
nadian Standards Ass'n 
Approval No. 9296 


%, METHOD 
€R » APPROVED 


GALVA,*® ILLINOIS 
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British industry today shows the results of its 
failure to keep up to date. Here are three examples 
found by Dr. Laci Rostas, Britain’s leading au- 
thority on measuring workers’ productivity: 

An American produces four times as much pig 
iron as his British counterpart. 

He produces more than four times as many 
tires. 

In all industry, on the average, an American 
produces almost three times as much. 

The real reason is the American’s better tools. 
The British are struggling with equipment that is, 
on the average, forty years old. 

Britain once had a big head start in industrial 
equipment. But she let it slip away. And as it went, 
Britain’s industrial and political leadership slipped 
with it. 

How could British leaders have slept while all 
this happened? 

This, too, is a complicated story. But parts of 
it stand out clearly: 

1. British business men put in more time per- 
fecting cartels to avoid competition than they 
did in improving their plants and equipment to 
meet it. 

2. British labor leaders concentrated on sharing 
the work and sharing the wealth — rather than do- 
ing the job necessary to have enough wealth to 
make the sharing worthwhile. 

3. British governments taxed away the means 
to buy new equipment. By steadily increasing per- 
sonal taxes, they undercut the ability of individuals 
to invest in new equipment. Finally, they took 
away the incentive to get new equipment by pro- 
gressively taxing away any returns on it. 

4. Farseeing socialists smiled all the while, 
knowing that as private industry more and more 
lacked the tools to do a progressive job, they would 
have their chance to run the country. 

Now, with Britain’s fate in their hands, the so- 
Cialists are trying desperately to stem the nation’s 
economic decline by rebuilding its industrial plants 
and equipment. 





A complete report on our national survey, “Business’ Needs 
for New Plants and Equipment,” may be obtained by writ- 
ing McGraw-Hill Publishing Co., 330 West 42nd St., New 
York 18, N. Y. This is the fifth editorial of a special series 
on industry’s needs for new plants and equipment. 
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They are making a little headway, but not 
enough. There are several reasons. One is that 
Britain must export most of the new equipment 
she can make. Another major reason—increasingly 
important for her future—is that money needed to 
renovate Britain’s run-down industry is taxed 
away to support welfare programs. The (London ) 
Economist grimly puts it this way: 

“The importance of the function of saving has 
only been discovered now that the means of saving 
have largely been destroyed.” 

Our own Federal and State governments, too, 
have dangerously whittled away incentives. They 
have more than tripled tax rates on personal and 
corporation incomes in the last twenty years. Now, 
the President proposes to do more whittling. 


If the United States is not to go Britain’s way, 
we must preserve our incentives to save and to 
invest in industry. 


If the United States is to progress, we must con- 
tinue to build up our industries. 


The President's Economic Advisers say we can 
slow down. But the McGraw-Hill survey of “Busi- 
ness’ Needs for New Plants and Equipment,” re- 
ported in the previous editorial in this series, pro- 
duced facts to the contrary. It showed that indus- 
try now plans—if it can get the money—to spend 
$55 billion in the next five years for new plants 
and new tools. Moreover, it showed industry's 
needs for new facilities are large. 

By cutting down the incentives to save, by giving 
soothing advice that we do not need to save so 
much, Washington is pushing us toward Britain's 
way—the route via industrial stagnation to social- 
ization. 

Before we skid too far, we should pull up short 
and ask ourselves: Do we want to go Britain’s so- 
Cialistic way? 


There still is time to say, “No.” 





President, McGraw-Hill Publishing Company, Inc 
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Co IMPROVED STRIP LIGHTS 
ARE DECORATIVE, EFFICIENT, LOW IN COST 





Compactly designed to hug 
walls or ceilings for neat, flush 
appearance. 


All wiring, sockets and ballasts are fastened fo the 
strip light body. No wiring is attached to cover. 
Saves installation time ... saves maintenance time. 


MODEL SHPG. 
NO. wT. DESCRIPTION 


315 3 Ibs. 1 Light, 15 watt, 18” L.P.F. 
316 314 Ibs. 1 Light, 20 watt, 24” L.P.F. 
317 7 Ibs. 1 Light, 30 watt, 36” L.P.F. 
318 8 Ibs. 1 Light, 40 watt, 48” L.P.F. ¢ 
314 4\4 Ibs. 1 Light, 20 watt, 24” H.P.F. 
264 8 Ibs. 1 Light, 40 watt, 48” H.P.F. 
328 4 Ibs. 8 Ft. section (2 four foot 
strips) for 40 watt lamps, 
48” H.P.F. 
4 Ibs. 2 Light, 20 watt, 24” L.P.F. 
12 Ibs. 2 Light, 40 watt, 48” H.P.F. 
2 Ibs Single stem and canopy set, 
24” long (Suspension) for 
model No. 312 only. 


4 lbs. Double stem and canopy 
set, 36” long (Suspension) 


for all 48” models. 


VISIT US IN SPACE 76 
DURING THE 
THIRD INTERNATIONAL LIGHTING EXPOSITION 
STEVENS HOTEL, CHICAGO 
MARCH 29 THROUGH APRIL 1 























Co-op Meeting Asks Funds 


For Expansion, Wholesaling 


Washington political leaders assail private utilities, monopolies and 


urge publicly financed 


power expansion 


program in addresses 


to the convention of the National Rural Electric Cooperative Assn. 


N W YORK—A flood of resolutions 
calling upon Congress to increase 
he budget for 


‘ | ] . 
cooperative rural electri 


fication projects and broaden the powers 
climaxed _ the 


agen 1€s 


f other publi 


argest annual meeting of the 


Electric Cooperative As 


seventh and 
National 
sociation, here last mont! 


About 4,000 delegates representing 


Rural 


some 
2'4 million farmers attended the conven- 
tion which was held at the Commodore 
lotel 
\s in prev years at the association's 
onvention the delegates applauded 
udly as a long list of prominent speak 
rs mounted the podium and hailed the 
yress made by the REA program; be 
uiled the | f adequat wer supply 
ind excoriated private utilites, their 
eaders, monopolies and others were 
S ng tree enter Ist 


The delegates asked that van funds to 
; ' 
ral cooperatives for the coming fiscal 


be increased to $450,000,000. Earlier, 


"i ‘i : 
Ivde T. Ellis, executive manager of the 


iat told the ¢ » that the 
Ss. 5 Ca the iget i econ 
end $350.000.000 11 ew oan tunds, 
: ‘ ' — 
t that ve tea t wi t de ¢ 
\ | 
\Ir Kllis to the de egates W ive 
1 
cady suffered a set-bac 1 ill 
vd ) t t | y 
nds tor next yea h ressl1o! s 
vad some juarters it W in t 
1 ' 
chase materials tf st 1 and 
1 , 
it we ight need onl i sma iut Ir 
10 1 next Cal some Congress 
t 1) ¢ ressed ( A Wet 1K 
s¢ 1e\ ile eflecte ( dget 
est 
, 
| « t LAN ge estigati 
\ t t ly ( rt tor 
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tur construction program. So there was 


some merit to the argument prior to Janu 


ary 14. But that picture is all changed 


now, and the argument will no longer hold 
water.” 

Mr. Ellis referred to an argreement be 
tween the Wisconsin Electri 


and the 


C oope rative 
Reynolds Metal Co. whereby the 
latter has contracted to deliver 50,000,000 
W E¢ 


vear, 75,000,000 pounds the next vear, an 


pounds of a‘uminum cable ti next 


other 100,000,000 pounds by the end. of 


the next year, 50,000,000 pou 








WHOLESALER’S EXECUTIVES attending the Annual Round Table Sales 


Meeting of the Hardware & Sup. Co., Akron, O., included: 


Hesket H. Kuhn, 


pres.; Hoyt O. Smith, vice pres.; Elmer W. Hartzel, treas.; Fred H. Steffens, 


sec.; Perry 


T. Demming, Sup. Dept.; Frank A. Ceckler, 


Massillon, branch 


mgr.; Frank E. Eiler, Hardware Div.; Chaney T. Durbin, Auto. Equip. Div. 











As a contractor, I hear the complaints when fixtures prove unsatisfactory. 


I can’t afford repeated customer gripes, so I handle only fixtures 
that are equipped with Certified Ballasts. 
They assure me— 
Full lamp life Quiet operation 
Rated light output Reliable performance 
Certified Ballasts are made to rigid specifications—then tested 
and checked by impartial Electrical Testing Laboratories, Inc. That’s 
why they’re really reliable. 
By insisting on Certified Ballasts I keep service worries 


to a minimum and keep my customers happy. 










— 
CERTIFIED 


ERTIFIED BALLAST MANUFACTURER: 


Makers of Certified Ballasts for Fluorescent Lighting 





2116 KEITH BLDG., CLEVELAND 15, OHIO 
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e Here is a line that makes it possible for you to sell the 





correct unit for any floodlighting requirement. Made of 
heavy steel, porcelain enameled green outside, white inside, 
these units can be depended upon to give full floodlighting 
results under all conditions. Types are available for both 
open and enclosed wiring. 


bn The many illuminating and 


: mechanical features include 
individual light control and 
multiple mounting which pro 
vide flexibility. Sell QUAD 
units for truly profitable re 
turns. 





See us at 
Booth 44 





QUADRANGLE MFG. C0. 2s. ecoriast. cHicaco 7, iu 








MEMO 


Dear Wholesaler 


It is our pleasure to say welcome 
to you at our Booth No. 44 dur- 
ing the Third International Light- 
ing Exposition. 


Your visit will give us the op 
portunity to discuss your lighting 
sales situation, or we will gladly 
chat with you regarding your fa- 
vorite football or baseball team 
Then again you may want to tell 
us about that "75" you shot in 
golf last summer. 


We are all for you for a better 
score in lighting sales. Maybe a 
little visit at our booth will give 
us both a lift. We are always hap- 
py to shake hands with our friends 
and meet new friends—so come 
on over fellows and lets have a 
mixed business and pleasure ses- 
sion. 


Sincerely 
D. £. WORRELL 


GEO. ARRAS 
RAY GALLAHER 


JZ 
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Favorite for tree trimming. 

15 lights ... each burns 
independently. 


Ye 
t Ag 
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509 BUBBLE-LITE? 
Series string. Best seller 
again! Bubbling, spar- 
a a 





TRADE MARK 












and 
Exciting New Ideas by 


ee a 
SREY 
“2 ; \ 
‘ - ra 
» a 


SEE THEM 
AT THE 



















MARCH 7-18 
EAST ROOM « Ist MEZZANINE 


Backed by the greatest national advertising 
and promotion program in NOMA history 







ELECTRIC € CORPORATION 
est 


th Street, 








The New Handy 


STEBERLITE 
Flood and Spotlight Holder 





For Parking Lots, Gas Stations, Recreation Areas. and 


House Gardens, the Steberlite lamp holder—for 150 Watt 


~~ 


& 
ADVERTISEMENTS 
LIKE THIS ONE 








Are Part of Series 
Promoting Sale of 


STEBERLITE 


SPOT and FLOODLIGHTING 


To— 

Garages 

Filling Stations 

Parking Lots 

And many other users of 
Outdoor Lighting— 


No Other Like STEBERLITE 
Fewer Parts to Stock 


No other line can match Steberlite in 


versatility—they can be used singly, in 


pairs, or clusters. They can be mounted 


Par-38 and R-40 lamps is a flexible inexpensive method 
of spot and flood-lighting. Steberlites are easily installed 
anywhere and can be used singly, in pairs, or clusters of 


3,4 and 5. 


anywhere; come wired ready to assem- 
ble. Smaller stock for faster turnover— 
greater profit with smaller investment. 
Just four basic units and you can serve 
most requirements—a small inventory 


doesa big profitjob. Here’s all you need: 


They are smartly styled and sturdily constructed with all 
wiring concealed for long life and complete safety. Steber- 
lites make it possible to have good, effective lighting at a 


surprisingly low cost. Let us mail you a copy of new Bulle- 





tin 120. It contains many helpful lighting hints. 
Write for 
new 


= /STEBER\ 
; LIGHTING UNITS 


STEBER MANUFACTURING CO. Dept. 71 


2700 ROOSEVELT ROAD, BROADVIEW (MAYWOOD P.O.), 








ILLINOTS 
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PS 


ELECTRICAL 


Steberlite Floodlamp Holder. . .S 300 
Steberlite Adapter Box 
Steberlite Pipe Slip Fitter...... S$ 302 


Steberlite Accessories and Fittings. 


Let us give you suggestions 
for stocking Steberlites 
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ELECTRICAL WHOLESALING 


THE NATIONAL MAGAZINE FOR SALESMEN OF ELECTRICAL PRODUCTS 
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ELECTRICAL 
WHOLESALING 


The Natioma: Macazine 


for 
ELEcTRICcAL WHOLESALERS 
Ano THEIR SALESMEN 


Established 1920 





Rochester’s 
PLANNED LIGHTING 
Campaign 





Alexander Beebee 





ROCHESTER GAS AND ELECTRIC CORPORATION 


ERG: Ea 89 EAST AVENUE ROCHESTER 4, N.Y ~~ 


~« scnece PResoamy 





HERMAN MUSSEL HA ewan OF THe SOARC 


© G Miner warmwan em ve Comme 





sess peep 
i 
§ 


© wearnaney aesT SeCmeTaRy 


Yr. O. Fred Rost, Editor & Publisher of the 
Electrical Wholesaler, 

JcGraw Hill Publishing Co., Inc., 

330 West 42nd Street, 


New York 18, N. Y. 
Dear Mr. Rost: 


It is a pleasure to learn that your publication 
is planning to give some notice to the efforts we have made locally 
to promote planned lighting. 


This promotional work has been carried out through 
the effective efforts of ovr owm salesmen, by the distribution of 
printed lighting material which this Company originated and perhaps 
most of all by the cooperative work carried out by the electrical 
wholesalers and contractors in this area. We fee] that we are 
particularly fortumate here in Rochester in havine electrical whole- 
salers who are most prozressive and always ready to work with the 

tility in bringing to oir electrical customers information on how 
to get more for their lignting dollars. 


For many years a spirit of cooperation, of mitual 
velp and trust has prevailed between the electrical industry and the 
atility in this community. This has enabled all of us to accomplish 


very satisfactory sales of our products and services by steady 
c erative effort rather tnan by short term, high pressure campairn- 
ing. 
Witr st recards, I am 
Very truly yours, 


Wujon te Ww Pulser — 
/ President 
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EVIDENCE of Rochester's interest in PLANNED LIGHTING was the Electrical Association’s recent trip to Nela Park. 


How Rochester ‘Team Plav Pays 


Profits on Planned Lighting 





Gti TING: sales in Rochester, PLANNED LIGITTING—an obl war and during those v a 
¥ New York, are made coopera gation that has certainly been cat able lighting equipment was restrict 


nd because there is ac- ried out with no “mutfing the ball.’ ed to use in the all-out effort of wan 
cooperation between all factors, In fact, it’s no secret ihat indus industries. After the war, conve 
cal unpaign in behalf. of trial and commercial lighting rate ion of the operation to meet peace 

ANNED LIGHTING—has re tops as volume builders in Roches time lighting demands was quicl 

lted in one ot the most highly — ter, thanks to the coordinated efforts made 
terdepel eCNnce-1Spre on the part of all concerned whole ( ( ( thie demands 
r if ¢ ont i s) elec rik V¢ tt hh t 
( ( l ( CO 111\ ) t] Q 1 | I t 


1 | 
s 11 I ( Cf perati ett t 1 l ( ( | r 
1 
r ( eC t ore Hut goes ( in\ ( ) I ( ( 1 
] 
lle irs e World War II thi t ti quate 
1 
r ( ( ( VS thie Ry T¢ | lor t T ( .) 
1 
P t ovement ( ti " ) r 
the ¢ Ve | Ont ( VS 1 \ Ss 1 t t of the il] 1 
\ 1 
\\ O te ( estio Ot telling ind T¢ e] C 1] Ss er 1 r¢ ] 1¢ 
i 1 
t S é } } { the storv ot the r ( ICS the col ( 
( ( i Of bette ghting 1n ict V. ( Ol ( ( ( ( 
~ Re S S re showroom | en came the ( ete ( ( nt t thie sub 
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ject that they can readily demon 
strate with each lighting recommen 
dation thata PLANNED LIGHT 
ING installation is bound to pay for 
itself over a period of time. 


Tracing back the history of light 


ing growth in Rochester and at 


tempting to put a finger on one pet 


son or responsible for the 


high 


group 
iF 


ighting installation 
a difficult job 


quality Ol 
so common there, is 


The consensus of opinion seems to 


indicate that the spark-plug for it 


is the hehting division of the Ro 


ester Gaas and Electric Company 
lhe Better lighting gospel has 
heen preached loud and long by this 


organization which has backed it up 


with an aggressive 


and capable light 
ing division, statfed by five lighting 
specialists and that team has left no 
stone unturned to fur 


No wonder 
\NNED LIGHTING 


promotional 
t the lehting cause 
that the PI 


ther 


means PROFIT LOA came as a 
made-to-order vehicle for boosting 
hehting sales some more 


Hleaded Dy Leste lwichell, su 


pervisor of the lighting division, thi 
team members double in brass as 
both 


men ready 


lighting engineers and_ sales 
to assist wholesaler, con 
itect in the task of 


tractor o1 irc] 
laying out an installation and carry 
ing through with them until the 
prospect's name is on the dotted line 
Nor does thei 


there, TO 


stallation 


responsibility cease 
making sure that the in 


does what it is supposed 


to do and making certain that. th 


customer 1s completely satished. 1s 


considered part of their 
of duty 


regular line 


Practicing what its preaches 1 


Rochester Gas and Electric Com 
pany can proudly point to some out 
standing examples of good lighting 

installations 


that have certainly been a deciding 


In its own buildings 
factor in the planning and closing 
of many PLANNED LIGHTING 
sales in the territory. 

Vhe lighting school recently spon 
sored by the company is another ex 
ample of its desire to acquaint light 
with not 
only the fundamentals of good light 
ing practice but also to keep them 
up to date on new developments in 


Ing people in’ Rochester 


lighting. Average weekly attendance 
for the school was 60 and the gradu- 
ating class was 65. 

Under the sales 


Rochester Gas and Electric Com 
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set-up of the 





ROBERT E. 


charge of sales. 


GINNA Vice 





NORMAN T. KRIDEL, Lighting Div. 





UTILITY 
TEAM 
MEMBERS 


President in 





GEORGE R. BUTLER, Lighting Dis 





pany valuable lighting leads 


are turned over to the lighting divi 


Many 


STO) ] 


vy the industrial and commer 


cial salesmen of the company who, 


operating directly in the field, are 
fully aware of the many electrical 


needs of the customers and pros 
pects in their respective territories. 
Other 


electrical wholesalers, electrical con- 


sources of leads are the 


ELECTRICAL WHOLESALING 


tractors and architects and the « 


certed ettorts of these 


groups ha 


done much to maintain the large \ 


ume of lighting sales enjoved her 


Balance of leads come trom 


customers themselves. There 1s 


better press agent than a = satistie 


and being sure that t 
installation adequately fills the cu 


customer 


tomer’s needs and desires has turn 
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VINCENT MITCHELL (left), FLOYD H. 





OWEN, Ltg. Div. LESTER 


TWICHELL, 


Supervisor of the Lighting Div 








form 


i sizeable dividend in the 

ona-fide leads. 

\rdent lighting worker in Roches 
Ray A. Siedle, program chair 
of the I.E.S. Chapter, 

ve member of the Electrical As- 


local 
lation of Rochester, and Curtis 
hting representative in the area, 
Jyzing this cooperative lighting 
ration for ELECTRICAL WHOLE- 


SALING, writes 

“T have never previously encoun 
tered a city such as Rochester where 
the spirit of mutual help and trust 
has been so evident, but never at 
the expense or lack of hard-hitting 
competition between reputable pro 
ducers of equipment. 

“Unlike so many other commun 


ties, Rochester has in its lighting 
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vo-getting forward-looking 


~ 


utility a 


concern, supplying lighting — sales 


management and traimed_ lighting 
personnel plus constant promotion 
of quality lighting, all of which has 
combined to produce most remark 
able and profit-making results 

“It is a revelation to witness the 
acceptance of this group by archi 
tects and engineers, wholesalers and 
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WHOLESALER 
TEAM 
MEMBERS 


R. A. WHITFORD, ReQua Electrical 


Supply Company. 





ERIC HALL, Westinghouse Electric 
Supply Company. 








contractors, consumers and others serve — industrially, commercially 


and the fact this tie-in seems con and residentially. 


stantly to improve is certainly evi 


Practically all of these wholesaler 
today 


dence of the value of this service to houses have men_ specially 


the community and to the electrical trained in lighting, men who are well 


industry at large qualified to specify proper equip 
\mong these wholesalers who ment for a given set of conditions 
have worked so unceasingly to fut ready and able to render reliable 
ther the lighting cause here, are the iwhting service and sales to all cus 
(;enera electri Supply Cory tomers 
(aray l-lectrical mypal INO No oes ( tivity of the who 
valsky-' electric Company, Re ilers and their salesmen end = at 
Cua ( SU] \ Company, this point The success of the 
Wehl ( Company ind the PLANNED | LG ING campaign 
Westi use Electric Supply Con in Rochester is due to its whole 
pany earted support by all the segments 
\ll this group have apprect of the industry and, in analyzing the 
ated over the vears the great impo1 situation, the wholesalers have not 
tance of lighting, not only as a been “weighed and found waiting” 
valuabl les buildes salesman for their active participation in every 
and house alike. but also as a cor hehting u small or large 
tributin hactol to the expansion is a matter of record 
and ent ot the irea ( l“lect tractors, too, must 


be given their full share of comme 
dation for the spirit of cooperat 
the lighting industry enjoys in Rox 
ester. 

Members of the Rochester cl 
ter of the NECA include many w 
are well versed in not alone the fi 
damentals, but have qualificati 
them to 
installations on their o 


work out g 


enabling g 
lighting 
or scrutinize lavouts 


1 
thers 


prepare 
make certain that 
results. lo 


us group it must be 


will give 


proper 
credit of tl 
that there is 


toward 


practically no tende1 


“cutting down the job” 
ictual installation of wiring 
equipment is carried out in accor 
ance with rigid requirements est 
] 1 r . “+4 . - 
ished by inspection procedures. 


Association Work Important 


Not to be overlooked 





® 
} 





rr 
970 ATTENDED recent Elec. Assoc. lighting meeting. Left L. to 


to right: A. ROGERS, G. FE. Co.; R. A. WHITFORD; N 
KRECKMAN, Assoc Pres.: R. JORDAN, G. E. Co 


R.—L. 
Chapter; K. WELCH, Grand Rapids Store Equip. Co., speak: 
er; and R. SIEDLE, program chairman at Feb. Meeting. 


TWICHELL, 





chairman, Rochester I. F. 5 
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JOSEPH KOVALSKY, Kovalsky-Carr 


Electric Company. 


G. N. SPILLANE, General Electric J. A. ROYCE, Graybar Electric Com- 
Supply Corporation. pany, Incorporated. 








ng out of orchids for Rochester’s 
uitstanding record’ in __ selling 
PLANNED LIGHTING is. the 
splendid work of the various electri- 
cal Organizations in the city: The 
cal chapter of the IHluminating En- 
gineering Society, the Electrical As 
sociation of the 
Rochester ontractors 
\ssociation. 


Rochester and 


Electrical  (¢ 


Successful lighting procedure con 
sists not only of getting the right 
people interested in the subject, but 


f keeping this interest maintained 
and the 
uded materially in making Rochester 


1 


work of these groups has 
eht-conscious. ” 
lhe 


Xe hester, 


Electrical \ssociation of 


Inc., is an active group 
mprised from branches of 


many 
plays un 
juestionably an important part in ac 
lhe 


composed of 


he electrical industry ; it 
tivities involving illumination. 
itself is 
ipproximately 170 members repre 


\ssociation 


sented by wholesalers, contractors, 
dealers, employees of the electric 
power company, manufacturers’ rep 
resentatives, plant electricians and 
thers with a Maintenance Division 


t 


t some 850 members. 

nder the guidance of Executive 
j . - - 
Vice President Edward J. Kramer, 


vho #® also manager of the Roches 
ter Electrical Contractors Associa 
1, the Association has contributed 
for the good of the electrical 
industry through collaboration 
vidence of wholesaler partici 
pation and interest in the activities 
e Electrical Association is the 
that the 


current chairman oft 


Division is 


tord, sales manager of ReQua 


electrical Supply Company. 
Another important cog in_ the 
PLANNED LIGHTING sales ma- 
chine is the local chapter of The 
Mluminating Engineering Society 
which at the present includes four 
sustaining members, nine members 
and 6] Out 


standing figures in the lighting field 


associate members 
address this group during the full 
schedule of fall, winter and spring 
ineetings. 

Che keen general interest in light 
ing is clearly evidenced when in a 
recent week a meeting of the Elec- 
trical “New Light 


> 
Sources” record-breaking 


Association on 
drew a 
crowd of 972 and on the following 
night the LE. 
ject of “Color and Light” 
tended by more than 70. 


S. meeting on the sub 
Was at 


Consciousness of interdependence 
in the electrical industry which leads 


to cooperation such as Roches- 
ter has produced in the PLANNED 
LIGHTING campaign is not new. 
Its growing recognition and accept- 
ance is one of the heartening facets 


] 


of an industry that has so vitally 


this 


contributed to the well being ot 
nation. 
too, he visible 


9 ie ' 
proot ot the workings I 


encouraging, 
interde 
pendence which the Rochester activ- 
have in which 


ities produced, and 


the electrical wholesalers have so 


creditably upheld the traditions of 


t 


1 
} 


eir industry. 
The story of Rochester’s extrem 
ly successful PLANNED LIGHT 
out- 
} 


pe 


ING campaign constitutes an 


standing example of what can 


accomplished through the intensive 
cooperation of all those concerned 


with raising the standards ot light 


ing everywhere. 





EDWARD J. KRAMER 


Executive Vice President of the Elec- 
trical League of Rochester, Inc., and 
Vanager of The Rochester Electrical 


Contractors Association. 


“Lighting in Rochester is con 


tagious we find that one 
Planned Lighting  installatior 
quickly and surely leads to ar 
het The fact that the 
promotion of Planned Lighting 
as been aggressively sustained 


ALL local 


hrough the efforts ot 


nbers of the industry is, | 
( r e answer to the hig] 
ghnting sta dar 1 t ite sts ft 

1 iN cheste 








ec ae a ea a SLE ce NT AE 
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ReQua Electrical Supply Company... 
... positive results 


ReOQua me lize the importance Kecessed spotlights are installed 
if good lighting and have set up a side this circle to permit. the 
tatt that nows lighting, knows dealer to emphasize particular f 
ow to cooperate with other indus tures on the cars on display. 

members, and knows how to sell. Results? positiv \ complet 

R. A. Whitford, sales manager at — satisfied customer anda PLANNI 
ReQua considers lhghting important LIGHTING job that benetits 
enough to warrant a special depart entire electrical industry. 


ment 1 hie hehting department con \n another rob, fom Whi 





sists of a manager of lighting sales manager of lighting sales at ReQr 
and a lighting layout man, both got together with representatin 


] 
: } , — ‘ ] ; ’ “hl, . nae = Py - sats 
ReQua Electrical Supply Co. ready, willing and able to back uy of the Rochester Gras & Electric ( 


} 


d. and to that to sell the Pfaudler Co., a local t 


team the PLANNED LIGHTING manufacturer, on — relighting 


the salesmen in the fle 


P' ST I\ | reseenr ~ selling alipalgn can like manna from othces 

Pi. \NNI D LIGHT ING are lenteaenen \gain, the germ of proper lig 
Saute gee ee eee eee ee olesaler Look at the ReOua gang in ac ing through PLANNED LIGH 
are prepared to take you gepoaies tion - ING; had been planted by all bran 
on the good lig! tte ocean } ee Bill Barclay, lighting salesman, es of the industry working coop 
tive 5B CaN scores that ou ipproa hes a local Cal dealer, Siebert atively through their trade asso 
ee 7 oe and as Motors. Due to the great promo tions with the local power = supy 
piste Rte Sere peeve “tional work done by the local power company spearheading the progra 
championship team in Ro Hester Supply company and the local trade The electrical contracting fi 
that melucdes the contractor, archi associations, the owner at Siebert [. Hl. Green Co., made the instal 
fect, erectri aiteder compan) and \Mlotors understands readily the ad tion which in this case was conti 
al ALK TCSSIVE wholesale Supp) Vantages open to hum af = new es ous rows of louvered fixtures, J 
hous ' tablishment is properly lighted dant mounted, 

KeQua Electrical Supply Co., the With ReQua’s manager of lighting Yes, when the wholesaler 


we Feany in te €as€ sales, Thomas J. Whelan and Jack star member of the PLANNI 


these lighting instal ations nte { White. the lighting lavout man. fu LIGHTING team the results 
— ve TORE gienagntien te Pies : mshing him all the necessary ammu- —- alzvays Posulre' and every mem! 
F : nition, Biull Barclay makes his pres comes in tor some PILCS profits 
entation and sells his) prospect. 


Now, the rest of the all-industry 


team swings into action. Carl Ray 


] ] t ] 
mond. ay are Itect, designs a new 
look for Siebert Motors r. Fi 


eC Co.. contractors vet set to 
ake the installation. All members 
ot the te i) Cooperate to give Siebert 
Motors the best PLANNED 
LIGHTING job possible and one 


l vill leave thre ar «ie ile COM 
CTel\ \ 

n orde el nate reflections 
t sources in the highly polished 
Sul Cs ¢ Cw Car©rs ind it thie 
same time, reach a light reading ot 
$5 foot candles. the Rochester hieht 
Ing team recommended the use of 


Benjamin [Electric Manufacturing 
Cos plastic louverall ceiling. In 


order to break up the solid effect the 





team suggested that a circle be left 





T. J. Whelen in the center of the ceiling area. W. S. Barclay 
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Pfaudler Company 


Siebert Motors, exterior 

















Siebert Motors, interior 




















1949 Merch, 1949—ELECTRICAL WHOLESALING- 73 








G.E. Supply Corp. ... 


... Collectwe action 


PIV 


inv force behind the 


action 1s the driv 
electrical 
industry of Rochester’s continuing, 


for selling 


- 


successtiu Calpaign 
PLANNED LIGHTING 


lighting to th 


and re 


it city's business es 


tablishments. This cooperation is 


no mere chance circumstance It 


came about because Rochester's 


power company, electrical whole 


salers, contractors and architects 
realized that if they were going to 
sell modern lighting on any large 


by blend 


ing their energies into a coordinated 


scale, they would do best 
lighting sales effort 


Contributing much of the sales 
punch necessary to keep Rochester's 
PLANNED LIGHTING campaign 


rolling are that 


he 


city’s electrical 


wholesalers General Electric 


Supply Corp. branch there, one of 


the partners in the lighting push. 
integrated its selling efforts with the 
utility, contractors and architects 
with the realization that PLANNED 
LIGHTING pays PLUS profits to 
everyone concerned—including the 
user. 

Electric 
Supply Corp. house in Rochester is 
Gi. | 
of his top lighting salesmen is Wil 
Bennett, who sold the fix- 


Heading up the General 
Spillane, branch manager. One 


liam EF. 
tures for the Rochester Gas and 
I-lectric Corp. installation, shown at 
the top of the opposite page. 

The Rochester utility’s lighting 
division found it desirable to main 
tain a lighting level of 50 footcandles 
in its second floor office and laid out 


the instailation for an 8 foot 


GENERAL 4 
FLECTRIC « ' 


% 


SUPPLY ' 
CORPORATION 





General Electric Supply Corp. 


mounting height. G. E. Supply fu 
nished the fixtures, in this case mat 
ufactured by the F. W. Wakefi 
Brass Co. These were then install 
by the Hixon Electric Co., thus cor 
chain of lighting 

throu; 


pleting the 


operation from inception 
sale to installation. 

The result is obviously outstat 
ing in that it combines eye app 
with excellent seeing conditions 
othce sta 


the power company’s 


Besides its functional 
this 


eral other 


excellet ( 
installation is unique for se 


It demonstrat 


reasons 





General Electric Supply Corp. general and lighting showroom 
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William F. Bennett 
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e effectiveness of PLANNED 
LIGHTING to the customers of the 
Rochester Gas and Electric Corp 
ind it shows that teamwork is still 

e essence even when the task in 
olves a lighting installation for one 
‘ the team’s own members 

\nother lighting job that illus 
rates the profitable application oi 

lective action on the part of Roel 
ester’s electrical industry is the 
Shafer Company installation. Co 
peration was the byword all the 
way down the line. G. I. Supply 
urnished the fixtures. Rocheste: 
(jas and Electric's lighting division 
made the layout. George Sutton, 
electrical contractor, did the instal 
lation. All took some PILUS profits 
from another PLANNED LIGH 1 
ING sale 

Here, as is the case with all in 
stallations that produce _ satisfied 
customers, the lighting system had 
to be tailored to fit the job at hand. 
he Shafer Company sells fur 
coats; consequently, the installation 
equired was one which would show 
quality merchandise to its best ad- 
vantage. Another consideration was 





the great length and limited width 
of the store. But these were no Rochester Gas and Electric Corp., portion of the second floor 
problems to an industry-wide team 
in which lineup always are included 
real lighting specialists. A continu- 
ous row of Electro Manufacturing 


Corp. fixtures were selected for the 
| The result: 60 footcandles of 
eht and a completely contented 


ustomer 














H. C. Marquardt Shafer Company 
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Wehle Electric Co. 


one for all’’ 
PLANNED 


the electri 


One, 


- -*- tor 
d Phat: 


l 5 


thre 


LIGHTING maxim of 


cal industry of Rochester Whole 
saler, contractor and power com 
pany—like the famed three mus 
keteers of old—are pulling together, 


working as a team to promote anc 


sell PLANNED LIGHTING. The 
result of their unified efforts has 
been two-fold Plenty of lighting 
profits for all and an outstanding 
job of hghting the business estab 


lishments of Rochester. 
litting its selling efforts in with 
the PLANNED LIGHTING pro 





Wehle Electric Co. general and lighting showroom 
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| 





yra 


\Wehle 


branch. 


m is the Electric Co.'s 


Rochester \long with the 
wholesaling 
that 
lighting sales curve upward when 


other electrical 


this 


cItv's 


firms, house has learned 
all segments of the industry are act 
ing im concert. All concerned know 
that by operating through such a co 
operative setup, selling PLANNED 
LIGHTING 


tive 


becomes more effec- 
is more quickly and more eas 
ily sold and, of course, brings lasting 
satisfaction to the customer. 

John C. Mock, 
the behind 


sales effort in the 


sales manager, is 
Wehle Electric’s 


electrical industry 


Man 


ELECTRICAL WHOLESALING 


Wehle Electric Co. 





of Rochester's vear-‘round lighting 


Call pal gi. 
Inc., handled 
distributor's end of Sibley's depart 


I¢rskine-Healy, 


installation 
the bottom of the opposite page ). 


ment store 
This installation dramatically 11 


PLANNEI 


lustrates the value of 


flis house, together witl 
the 


{ show n al 


) 


LIGHTING to more sales making 


merchandising displays; and show 
how LIGHTING that 1 
PLANNED achieves the visual re 
sults needed in each installation. 
Color here is satisfactorily con 
trolled by using incandescent light 
with the flu 


ing in conjunction 





March, 





oe 


Wehle Electric Co. office, showing slimline installation 





1949 








“ a tae 


ie) 8 ae 


So Oa. 








John C. Mock 


escent ilumination provided by 
slimlines. The lens boxes were manu 
actured by the Litecontrol Corp. to 
tie in with the louvered surtace 
rotfers made by the Salem Co. The 
lighting system was installed by the 
Industrial Electric Co., and the 
irchitects were Swanson .\ssociates 
of Chicago. The lighting division of 
the Rochester Gas and Electric 
Corp. helped guide this job to an 
outstanding installation 

\nother installation in which tne 
Wehle Electric Co. plaved the dis 
tributor’s role was the l.oblaw’s 
food store lighting job. Mr. Mock 
sold the fixtures, and Kaelber-Waas 
dorp made the lavout. The contrac 
tor installing this lighting systen 
vas the Pinnacle Electric Sho] 

Here fluorescent lamps are used 
vithout shielding——and with excel 


ent effect. The two-lamp, 40 watt 


nits are surface mounted on the 
ih acoustical ceiling and run in 
St Ps «a vn the entire le ot ot the 
super market. The fixtures, 100 in 
ll, were manufaciured by Garey. 
Visibility throughout is_ first-rate, 


with the light reading adding up to 
pproximately 50 footcandles 
In the area of [oblaw’s meat 
unter, the fixtures are equipped 
with soft white fluorescents which 


OW the meats in their own true 


he food products are well illumi 


ited and identified by a fluores 


ent hehted frosted olass valance 
panning the sides of the store. 
Yes—PLANNED LIGHTING 


1 


ws PILUS profits to all. 
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Loblaw’'s Food Store 





Section of third floor, 


Sibley’s Department Store 





Graybar Electric Company. . . 
+» QULAYONE GAIN’ 


| hel cesta gains when all the actual installation of the fix 


4 lighting men are ready to con tures the electrical contracting firm 
tribute their full share to a coord: of lantaci joined the group. 
nated community relighting pro lor this particular office the light- 


un. There is no doubt that such a ing men recommended the installa- 


rogram delivers startling results tion of continuous rows of louvered 
Wholesalers, contractors, archi Huorescent fixtures pendant mount- 
tects and utility men are not the ed. The installation when finished 


footcandle light reading 


oo 





nly people who benefit from a gave a 40 


PLANNED LIGHTING sales pro at the desk level 


‘ ‘ ‘ ' ’ 4 | a ee 
im) Relig ted stores have brought Sonn OT the most spectaculat 


reater revenues to their owners PLANNED LIGHTING installa 


()thee and tactory workers beconx 





enthusiastic about the new li: needed to do a job such as lighting 


y 
Sm ~ 


hting 
at the office and plant and suddenly the employees’ cafeteria at Kodak 


ire interested in better lighting for Park (see bottom photo, facing 


heir homes page ). 
(One of the contributions to the Because it 1s such a large opera 
success of the great PLANNED 
LIGHTING campaign in the city 


of Rochester was the installation 


tion Kodak Park has its own en 
gineering staff and architects. Light 
ing salesmen, in this case, work di 
shown at the top of the facing pag: rectly with the Kodak met 
(sravbat Electric Co. in Rochester In lighting the cafet ria shown 


‘ | + + 4 ’ +4 ‘ 
ikes the bow for this one salesman Linder was called upon to 





Graybar’s branch manager |. .\ supply two-lamp, 40-watt fixtures 
Royce and lighting salesmen H. G Rochester Community Chest for the general lighting of 25 foot 
Linder and Fred Schmidt are all candles, supplemented over the ser 
taking an active part in the all-in tions in Rochester are found at the vice bar with other units providing 
dustry movement to make Roches well-known Kodak Park, home of 10-50 footeandles of light 
ter one of the world’s best lighted the Eastman-Kodak Co. The close \nother outstanding lighting in 
cities relationship between the products stallation in Rochester is that in the 

In the case of the Century In made by this company and lighting Community Chest offices where th 
demnity Co., salesman Linder sold) make it imperative that the lighting cooperative lighting team got to 
the yob aided considerably by a tine in its buildings meet certain exact gether on a sale by Graybar’s I‘red 
lighting layout drawn by Vincent ing requirements. Schmidt to provide an installation 
Mitchell of the Rochester Gas & Graybar relies on H. G. Linder — of approximately 45 footcandles « 
lectric Co.'s lighting division. For and I, A. Coley, a lighting special light. 





H. G. Linder Fred Schmidt 
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Century Indemnity Co. office 


Eastman-Kodak Co. employees’ cafeteria 
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Kovalsky-Carr Electric Company. . . 





Kovalsky-Carr Electric Co. 


W ho . vou re sparking a hight 
Ing team you have to know not 


only what vou can do but the con 


tributions available from the other 
team) meme rs as well 1 order to vet 
true cooperation 

When tlomer (3. Locke, sales 
manaver at WKovalskyv-Carr Electri 


Co., Rochester, designed a lighting 


lavout for the (ermanow-Simon 
Machine Co. in the 


did not hesitate to « 


same city, he 
all on the light 
ing specialists at the Rochester Cias 
& Electric Co 


Working together the wholesale 
g tog 


for assistance 


and the 


power company were able 
to provide (sermanow-Simon with 
a PLANNED LIGHTING instal 


lation that met with the machine 


company's wholehearted approval 
Mr. Locke and the lighting spe 


Homer G. Locke 


80 


Lists CCONn ended cove hehting 
or the conference room (shown 
top, right, on facing page) with 44 
footeandles of light. For the wait 
ing room and general office they 
suggested contint Is rows of re 
cessed fluorescent fixtures with dif 
using panels, pr ling 52 and 34 


fixtures installed by (sermanow 

Simon's own electricians) were 

Kent Metal Fixture Co. units 
Ivervone gains when there = 1s 


COOP ration 
\\ hen the 


Kovalskv-Cart 


same Mr 
found out 
| lome 


ing adult domestic 


Locke ol 
that the 
Rochester Bureau was hold 
science classes 1 
with but 
lumination, he 
Mitchell of the 


(aas & Electric Co.'s lighting division 


footean 
contacted 


Rochestet 


rooms supplied 
dles of 
Vincent 


] 


and together thev went to work. Mr 
Mitchell planned a lighting layout 
for the Bureau, which is a part of 
the State [extension Service of Cor- 
nell University specializing in home 
Mr. 
locke sold the layout made by Mr. 
Mitchell to the Bureau. 

Next, (seorge 


electrical 


economic education : while 


Peer, a Rochester 


contractor was called in 


to make the installation. Continuous 
runs of pendant mounted louvered 
fixtures were used. All of the tix 
tures were Gill Manufacturing Co.'s 


324, which provide 40 percent of 


heht directed toward the ceiling a 
60 percent of the light down towar 
thre vorkine areas ( x Hhotos at 
OTTO hu ng page ) 


Realizing that the typ. of worl 


performed at the Home Bureau, 


su is sewing, cooking, hooking 
rugs, etc.. were dithcult seeing tasks, 
the lighting team made sure. that 
the installation they planned would 
provide at least 65 footcandles of 
heht 

Mr. Kovalsky and Mr. Locke are 


i 
yhting tean 


indeed part of the good Ii 
in Rochester \ modern, well-fut 
mished lighting display room at thei 
headquarters 1s always ready to as 
sist customers in selecting fixtures 

Mr. Locke devotes a 
of time to 


LIGGHTING and 
touch with all of the othe: 


great deal 
\NNED 


keeps in 


selling P| 
close 
Rochester 
lighting team members. He is ace 
tive in affairs of the local trade as 
sociations and the Rochester chap 
ter of LE.S. 

Wholesaler, 
supply representative and architect, 
they're all proud of the PLANNED 
LIGHTING sales job that has been 
done in Rochester. They know that 


contractor, power 


more and better lighting sales are 
the result of a coordinated effort by 
all interests. 

Yes, everyone gains when all 
branches cooperate ina PLANNED 
LIGHTING 


sales program. 





Kovalsky-Carr lighting display room 
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Rochester Home Bureau classroom Rochester Home Bureau demonstration room 
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Westinghouse Electric Supply Co. 


A PLANNED LIGHTING sales 
program can be successful only 
if all of the participating groups 
have a thorough knowledge of light- 
ing sources, their applications and 
final results. 

For example, the wholesaler light- 
What lighting 
what equipment and mate- 
available ; what type of in- 
stallation will do the best job for 


ng men must know: 
will do: 


rials are 


the buyer. 

[his 1s important because a co- 
ordinated PLANNED LIGHTING 
program is not kept rolling along 
solely on the promotional and ad- 
vertising efforts of the lighting team 
members. A large part of the suc 
cess comes from satisfied customers 
passing the word on to others, 
proudly showing off their places and 
into 
understand 


urging other prospects to get 
the act. It is easy to 


that just one unsatisfied customer 
can do much harm to the entire pro 
gram. That's why all of the lighting 
men must be on their toes and well- 
informed if they expect to hold up 
their end of the program. 

Out at 
Supply Co. 


Westinghouse electric 
in Rochester, headquar 


New York dis 


trict, they try to keep all of the men 


ters tor the central 





Horace McDowell 
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Westinghouse Electric 


Supply Co.... 
... lighting know-how 


associated with lighting 


who are 
sales right up to date on all new de- 


velopments and techniques. Eric 
Hall. district manager and H. Me- 
Dowell, assistant manager, believe 
in keeping the salesmen well abreast 
of the latest lighting equipment and 
trends. Wesco 
men are well-trained to recommend 


kind of PLANNED 


Consequently the 


and sell the 


LIGHTING that makes satisfied 
customers. Men that have the light- 
ing know-how; men like Hugh 


Crowley, district lighting engineer, 
and salesmen H. Brodie and P. 
Hank. 

Very often 
will present many problems which 


a large lighting job 


require work by all members of the 
wholesaler’s lighting staff. 

A good example of why lighting 
know-how is important is found in 
the Perry Knitting Mills in Roch- 
ester for which the Wesco men pro- 
vided the PLANNED LIGHTING 
\ great deal of study and 
observation has been necessary be- 


lavout. 


fore the final fixtures could be in- 
stalled. At present the Wesco men 
are recording the results recorded 
under working conditions of some 
of the hting that has been 


new ligl 
completed. Other 


rooms at the 


Paul Hank 


ELECTRICAL WHOLESALING 


Perry Mills 
lighted when the results scored by 
the first section of PLANNED 
LIGHTING are known. 

In the sewing room, for exam- 
ple, fhe lighting men faced the prob- 
lem of a very large room with a 
high ceiling that required the best 
light possible for one of the most 
difficult of all seeing tasks. For this 
room, the lighting men recommend- 
ed continuous rows of four-lamp 
fluorescent fixtures, mounted ten 
feet above the floor. This particu- 
lar lighting installation gives the 
room 75 footcandles of light at the 


Knitting will be re- 


working level. 

The installation was made by the 
Perry Knitting Mills’ own mainte- 
nance men working under the direct 
supervision of Hugh Crowley, Wes 
co’s district lighting engineer. 

Although the street lighting in- 
stallation shown at the bottom of 
the facing page was outside the city 
limits of Rochester, it does show 
again, why the lighting men must 
know all the angles of the subject 
and what it will do. The “before” 
photograph at the left shows the 
problem that the Wesco men had t 
solve. The satisfactory solution ap- 


ears alongside. 
| pd 





“Eh: 


Howard C. Brodie 
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Perry Knitting Mills sewing room 


A street lighting problem . . . before ...and after 
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Tne oppor tani ¥ you gave me to 100k over tne pavence copy of 
r chester Lichtine story “ be features qn your wercd issue has been 
yery such avprecieted 1 feel sure that every electrics gnoreseler and 
is organization @no reese yt will be as tprille¢ as 1 was in 

3 nh has 808 ted the plannec Lightine progre= to cooP~ 
erative effort, 8 up enthusisS®» and gnoivicue+ ingenuity» as 81 
ehose tnine® are practaces under our american free enterprise systeme 


e 
sing now Rochester £ AN 





As 8 ais tributer pyself and, poreovers as president of this 
As ociatiom» I nave been particulerly gratiried to reece of the accom- 
lisnments © e City of rochester has made in liek ting UP {ts homes, 
stores» offices» nd i6 tories- Without the type of cooperation which 
was aispleye? 4n Roch ver OY every ranch of tne qnaustry» eir out- 
standing reco uld, of cour 5€» never nave en pade- it is under 


standable I thins, aby + & oer ticulerly gled © read of the rominent 
’ J t J 
part peine playe? in tne Rochester canpaige by the electricel qporeseler® 


1b is BY sincere hope that our gndustry jn many cities will 
be entnuse> py the record which is being pace {in Rochester» and tnats 
tproven tne co ppere tive enterprise of each of our snaustry® > prancheSs 
the splenais example veing set in rochester will be followee in 


To the {ndust {in Rochester» By sincere congratulations’ and 
to your BY pest complizents for 8° erfectively cel line the Rochester 
ptorye 


cordislly yourss 










E. B- Ingrahes» Pr 
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B. Ingraham 
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Ernest R. Acker 
President 
Edison Electric Institute 
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Planned Lighting CLICKS at Planned Lighting CLICKS at 
KIDDY TOGS SHOPPE STATION WVET 


Luminous front and well lighted show window make this small shop an Continuous rows of Smithcraft two lamp 40-watt 
outstanding installation; 300 watt lamps are used in mirrored glass fixtures give comfortable, glareless lighting; sold 
reflectors in window and 12 40-watt fluorescent lamps are used behind by W. Bennett, General Electric Supply; installed 
glass sign panel. LD. Q. Faragher was architect; Hickson Elec. installed. by T. H. Green Elec. Co. 














Planned Lighting CLICKS at Planned Lighting CLICKS at 
JACKSON BAILEY, INC. LINCOLN ROCHESTER TRUST 


The gleaming whiteness of the interior of this ice cream store is well This private office boasts 75 footcandles furnished by 
set off by the fluorescent troffer installation in which Wiley two-lamp sixteen 40-watt fluorescent lamps in Lite-Control 
recessed, glass cover units are used. A level of 40 footcandles is main- flush-mounted troffers; sold by G. E. Supply Corp., 
tained and installation was by Newton Payne. installed by Earl Driscoll. 





COOPERATION SELLS.... 











Planned Lighting CLICKS at Planned Lighting CLICKS at 
CANANDAIGUA NATIONAL BANK MICHAELS-STERN 


Continuous rows of Curtis pendant-mounted fluores- With light paneled walls and modern furniture, Holoflux 2 lamp, 40-watt 
cent fixtures maintain a level of 40 footcandles. In- troffers are used to produce 50 footcandles on the conference table and 
stallation was sold by ReQua Elec’l Sup.; installed 35 footcand!es on the desk of this combination office and conference 
by Lyttle and Judevine. room. Charles Phillip, architect; Dwyer Elec. Co. installed the lighting. 





Planned Lighting CLICKS at Planned Lighting CLICKS at 
THE TOGGERY SHOP STILLMAN’S SHOE STORE 








The counter and the display are highlighted by re- Homer G. Locke of Kovalsky-Carr sold this outstanding commercial 
l cessed incandescent downlights while the over-all lighting job with Smithcraft fluorescent units in a continuous row and 
lighting is aided by continuous two-lamp fluorescent recessed, louvered incandescent down lights combining to give 45 foot- 
troffers; sold by W. Bennett of G.E. Supply Corp. candles. Architect, M. J. DeAngelis; contractor, Kahn and Sherman. 
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Planned Lighting CLICKS at 
STAR SUPER MARKET 


Ordinarily unshielded fluorescent 
lamps are not good in commercial 
stores because of the eye discomfort 
created by the bright tubes. In this 
super-market, however, the effect is 
very good, with 2 lamp, 40-watt strips 
mounted on the high ceiling. A fluor- 
escent lighted frosted glass valance 





running the length of the store high- 
lights merchandise on wall shelves. 











Planned Lighting CLICKS at 
STECHER-TRAUNG LITHO. 


ReQua Electrical Supply Co. supplied 
semi-continuous rows of 2-lamp_ in- 
dustrial fluorescent units to provide 
about 40 footcandles where it is need- 
ed for these large lithograph presses. 
The spacing is not uniform because of 
the arrangement of the presses. Unique 
mounting allows the units to be shifted 
if necessary. 
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Planned Lighting CLICKS at 
DEE’‘S BOWLING HALL 


ai i ir ’ 3 Uniform illumination and reflections 
SS 
- 7 ov 


of lighting equipment on the polished 
surfaces of alleys have long been prob- 
lems for owners of bowling establish- 
ments. This installation solves them 
both. The continuous rows of 40-watt 
fluorescent lamps across the alleys at 
10-foot, 6-inch intervals are hidden by 
valances. The resulting effect is satis- 
factory to even the most critical of 
spot bowlers. 
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Planned Lighting CLICKS at 
KEY DRUG CO. 


A combination of show window, show 
case, feature display and over-all light- 
ing give a pleasing appearance. Three 
continuous rows of Garcy louvered 
troffers and two of incandescent down- 
light give about 50 footcandles of light. 
Homer G. Locke, sales manager for 
the wholesaling firm, Kovalsky-Carr, 
sold this installation. The architect 
was Van Alvystine and the electrical 
contractor Wm. Kallock. 





s 


Planned Lighting CLICKS at 
MONROE PHARMACY 


William Bennett, lighting salesman at 
G. E. Supply Corp., sold the lighting 
job for this drug store. The store has 
modern display cases and 50 f.c. of 
fluorescent lighting. Because of limited 
space for recessing fixtures, a special 
shallow 2-lamp louvered troffer, made 
by Hasemstab of Buffalo, was used. 
E. E. Driscoll was the contractor. 


Planned Lighting CLICKS at 
ST. MARGARET-MARY’S 


One of eight well-lighted classrooms 
in the new addition designed by Archi- 
tects Flynn & Bohacket is shown here. 
Three rows of six Curtis fixtures using 
two 40-watt lamps, maintain 40 foot- 
candles of lighting. There is a mini- 
mum of glare. Adequate illumination 
is provided for all the pupils irrespec- 
tive of seat location or conditions of 
daylight. O'Connell Electric Co. was 
the electrical contractor. 
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Planned Lighting CLICKS at 
WILSON’S 


Lighting level of 120 footcandles is 
maintained on the counter tops in this 
jewelry store by 300-watt lamps in 
recessed downlights on three-foot cen- 
ters. The wall cases are lighted with 
40-watt fluorescent lamps and the ceil- 
ing coffers with 25 mm. cold cathode 
tubing. Graybar sold the fixtures, 
M. J. DeAngelis was the architect, and 
Horacek-Hayden, Inc., was the con- 
tractor. 














7 hie 


’ 
i 










Planned Lighting CLICKS at 
MICHAELS-STERN 


About 80 footcandles of light—fluor- 
escent and incandescent—at the table 
level makes easier the difficult task of 
choosing samples. Recessed 200-watt 
units with Holophane lenses form the 
corners of the hollow square of Holo- 
flux recessed two-lamp, 40-watt trof- 
fers. Charles Phillips was the archi- 
tect, and the installation was by the 
Dwyer Electric Co. 
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Planned Lighting CLICKS at 
BEIKIRCH BROS., INC. 


Indirect lighting from continuous rows 
of Wakefield fixtures, with rows five 
feet apart, provides a light level of 
60 footcandles in this automobile show- 
room. William Bennett. of General 
Electric Supply Corp., sold the fix- 
tures. The architect was Donald 
Faragher, and the electrical contractor 
was F. J. Benson. 























Planned Lighting CLICKS at 
DOYLE’S MAIN MOTORS 


To avoid reflected streaks of light on 
polished car surfaces, indirect cove 
lighting is used in this automobile 
showroom. The coves are six feet be- 
low the ceiling and contain three 
parallel rows of 40-watt fluorescent 
lamps, producing 30 footcandles. Fix- 
tures were sold by W. Bennett, G. E. 
Sup. Roland Yeager, architect; in- 
stalled by T. H. Green Elec. Co. 








Planned Lighting CLICKS at 


LINCOLN ROCHESTER 
TRUST CO. 


Good lighting makes rapid, accurate 
seeing easier in this bank's paper 
check division. Curtis four-lamp, 40- 
watt fixtures on eleven-foot center 
rows produce 60 footcandles of light 
at the desk tops. Kaelber & Waasdorp 
were the architects, and the installation 
was by Earl Driscoll 























Planned Lighting CLICKS at 
RUSSER STADIUM 


Instrumental in making this one of the 
best night-lighted baseball diamonds 
in the Rochester area are 36 Genera) 
Electric floodlights, which use 1,500- 
watt lamps. Eight 50-foot poles with 
six units at the poles at first and third 
bases and four units on the remaining 
poles produce the excellent seeing 
conditions needed for after-dark sports 
Ihe installation was by George Sutton 










































Planned Lighting CLICKS at 
RIDGE-TUCKER 


\ well lighted and attractive automobile showroom. 
The fixtures are four rows of the Wakefield “Star” 
with four 300 ma. slimline lamps to provide about 
50 footcandles. R-40 reflector lamps provide added 
lighting at the windows. Electrical installation was 
by the Hanss Electric Co. 


Planned Lighting CLICKS at 
AETNA INSURANCE COMPANY 


G'areless, comfortable office lighting of 50 foot- 
candles is provided by continuous rows of Curtis 
direct-indirect lighting units. ReQua_ Electrical 
Supply Co. sold and supplied the fixtures. Finish 
of ceiling, walls and office furniture were carefully 
considered to make this installation completely co- 
ordinated, in the lighting layout made by Rochester 
Gas & Electric Corp. Fantaci Electric, Inc., was 
the electrical contractor. 


Planned Lighting CLICKS at 
DARYL DAVID 


Fluorescent and filament lighting have been com- 
bined to bring out the warm colors of the mer- 
chandise and decorations. Fluorescent strip, hidden 
behind a valance, washes light up the wall and down 
over the merchandise in the cases. Incandescent 
units at end of the Pittsburgh fluorescent ceiling 
fixtures are adjustable and can be used for spot- 
lightirg displays. Elwell Electrical Service in- 
stalled lighting. 
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Planned Lighting CLICKS at 
M. J. DeANGELIS 


One of the many well lighted offices in Buffalo busi- 
ness buildings is this attractive reception room. 
Here good lighting is cleverly combined with an 
interesting pattern. Ten 8&-foot slimline lamps 
mounted above the wooden louvers provide about 
45 footcandles of light at the desk level. 


Planned Lighting CLICKS at 
LINCOLN ROCHESTER TRUST CO. 


Modern lighting combined with modern building 
materials and good design produce this outstanding 
interior. William Bennett, G. E. Supply Corp., 
sold them the lighting. The colorful waiting room 
is pleasantly lighted by a fluorescent cove contain- 
ing a single row of 25 mm. cold cathode tubing and 
200-watt incandescent louvered down lights, Curtis 
No. 2315. The combination produces an average 
of 25 footcandles. E. E. Driscoll was the con- 
tractor. 


Planned Lighting CLICKS at 
McCURDY’S 


This lighting job was sold by Kovalsky-Carr Elec- 
tric Co. Continuous rows on 12 foot centers of 
Enders Mfg. Co. No. 408-L fixtures with louvered 
bottoms and glass side panels do an excellent job 
of lighting this appliance section. The 4-lamp, 40- 
watt fixtures provide 50 footcandles. Architects 
were Kaelber & Waasdorp, and electrical installa- 
tion was by Vanderlinde Electric Corp. 
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Planned Lighting CLICKS at 
FRANCES SHOP 


The fluorescent cove lighting in this shop contains a double row 
of 40-watt fluorescent lamps plus 200-watt R-40 down lights. 
These provide good color quality as well as contribute to a 
pleasing interior. The wall cases are lighted with 40-watt 
fluorescent lamps. 








Planned Lighting CLICKS at 
HARRY LEVIN CO. 


In the front section of this women’s ap- 
parel store, a combination of a cold ca- 
thode cove, fluorescent troffers, and R-40 
down lights has been installed, producing 
35 footcandles. In the rear shop a fluor- 
escent cove and two continuous rows of 
troffers maintain a 55 footcandle level of 


illumination. 
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Planned Lighting CLICKS at 
JOANNE’S 


The combination of 2-lamp fluorescent 





Wiley troffers in continuous rows with 
incandescent down lighting produces 

maintained level of 45 footcandles fo 
this women’s apparel shop. Installed by 
R. Lorey, contractor: sold by Wehle Elec 
Co.'s sales manager, J. Mock; layout by 
V. Mitchell, Rochester Gas & Eiec Corp 

































Planned Lighting CLICKS at 
GOLD TONE STUDIOS 


In this shipping department, an industrial type reflector with two 
40-watt lamps each, used continuously, on 11 ft. centers, provides 
a 45 footcandle level of illumination which aids greatly in avoid- 
ing bottlenecks and helps to speed up packaging. 








Planned Lighting CLICKS at 
SCHMANKE’S 


General lighting of about 40 footcandles 
is provided by 4-lamp, 40-watt Smith- 
craft fixtures. The wall displays are 
lighted by fluorescent, and incandescent 
reflector lamps in the large display pro- 
vide additional high-lighting. Electrical 
work by Freitag, contractor; electrical 
wholesaler was G. E. Supply Corp. 











Planned Lighting CLICKS at 
GRACE METHODIST CHURCH 


The large dome of the church is equipped 
with two rows of white cold cathode tub- 
ing in a cove. The choir and pulpit are 
lighted from closely spaced and con- 
cealed downlights directly overhead. Car- 
penter and Barrows were the architects. 
Laube Electric Corp. made the lighting 
installation. Sold by G.E. Supply. 
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Planned Lighting CLICKS at 
CUPID’S ICE CREAM 





Lighting is the main factor in creating the bright 
clean, attractive interior of this soda fountain and 
lunch room. Two lamp, 40-watt fluorescent strip 
in a metal cove around the perimeter of the room is 
supplemented by recessed down lighting. Electrical 
installation was by Wm. Kallock & Son. 


Planned Lighting CLICKS at 
WANDER’S 


Fluorescent louvered Garcy troffers No. 7756 plus 
200-watt Garcy incandescent down lights, No. 16773, 
provide excellent color and sparkle for jewelry dis- 





play. 50 footcandles is maintained on the case 
tops. Wall cases are lighted by fluorescent. 





Planned Lighting CLICKS at 
LINCOLN ROCHESTER TRUST CO. 


(Good lighting makes a day's work much easier for 
these emplovees of the bookkeeping department. 
Flush troffers with glass coves, Curtis No. 1752, 
mounted in continuous rows on 7-foot centers, pro- 
duce 55 footcandles and harmonize with the modern 
interior. William Bennett, lighting salesman with 
G. E. Supply Corp. sold the job. E. E. Driscoll was 
the electrical contractor. 
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To promote good lighting and 


able set of standards for 
that equipment, Frink has enthusiasti 
cally supported the Fleur-O-Lier or 
ganization since its inception. 
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manufacture and use of good lighting 
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Ways To Increase 
Your Fluorescent Fixture Profits 


Let Frink Help You Sell. We'll tackle any of your 

fluorescent lighting problems. Our representative will 
gladly give you on-the-spot information and assistance. Our 
engineers will send you technical data and lighting sugges 


tions—in blue print form, if you desire. 


Sell High Quality Fixtures. Your reputation and 
the success of your business depend largely on the basi 
value of the products you sell. Frink L-I-N-O-L-1-T-E flu 
Orescent fixtures are engineered and manufactured by con 
scientious, capable men of many years experience whos 
sole purpose is to produce fixtures of fine quality and de 


pendable performance. 


Sell Fixtures Made by Reliable Concerns. Yo 
get more repeat business and greater profits wher 
you handle only products of firmly established manu 
facturers. Trouble-free performance, true lighting satisfa 
tion and dependable service are assured by Frink and 


backed by 92 years of specialized lighting experience 


For better business and bigger profits, get all the facts on 


Frink L-I-N-O-L-I-T-E fluorescent fixtures. Mail the cou 


pon today for catalog. 


L-I-N-O-L-I-T-E SERIES 32 . 
instant 


. eight foot, 


start Slimline 


interchangeable 
louver or glass panel bottom glass 
paneled sides for lighting adjacent ceiling 
areas ... 2 or 4 lamps for 100, 200 or 300 
milliamp operation. There's a Frink 
L-I-N-O-L-I1-T-E fixture engi- 
neered for commercial fluorescent 
lighting need. Mail coupon at left for yout 
copy of the Frink catalog today 


correctly 
every 
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NOW! Improved THREE WAYS! 
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Our 





A : i: ~~ 
E flu , -. + ee Ma ‘ a = a 
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on NEW .. . improved SPEEDY HANGER | H _ 


showing permanent suspension clips. * Model 1041 
whos | ° Basic Unit 1040 + Kit No. 3 
de al MC OmBEO Me nls a vo ‘ 
Seven distinctive ELECTRO luminaires —_— : 
Yo Adapted to New Basic Unit \ Sd 
i Cut inventory costs 40% to 60% | re | 
at ory , 0 Basic Unit 1040 + Kit No. 2 
inu - ir 
fy Improved ELECTRO BASIC UNIT has these —_— f . 
NEW features: — ] 
ne @ NEW permanent type suspension clips remain “5 —_—. 
: concealed in unit. es ois sais 
@ NEW and improved type Speedy Hanger for : pie 
cts. on easier installation—minimum maintenance cost. Basic Unit 1040 + Kit No. 3 
i l @ NEW modernized design for every conceivable oe 
method of hanging! . . . twin-stem, single stem, -— 


or flush... individual or continuous. 





<, © Model 1044 
INVENTORY d,, PROFITS of? Basic Unit 1040 + Kit No. 4 
a 
See it at 3rd International Lighting P-Kit 4 ae : 
Exposition, Booths 49 and 50. for “4 
Twin Stem ae 
NEW ELECTRO BASIC UNIT hanging <a 4 
A Basic Profit Maker a @Model1045~— 
Single Stem Basic Unit 1040 + Kit No. 5 
hanging > 
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@ Model 1046 


Basic Unit 1040 + Kit No. 6 





® Model 1047 
Basic Unit 1040 + Kit No. 7 


=> ELECTRO MANUFACTURING CORPORATION 


2000 West Fulton Street + Chicago 
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ETE LIGHTING LINE! 


ofitably around the ove com- 
The MITCHELL 





Build your lighting business P” 
plete line that covers your entire market. 
Line—"0w well over the 150-model mark—is the most com- 
plete and diversified in the industry: This progressive e- 
velopment of “in demand” preferred quality merchandise, "Camee Stat 
priced for profitable volume sales, gives you 4 owertu per-trip 
selling “edge.” Here are your MITCHELL merchandising 
advantages: 
1. Everything yoU need from one source 
2. An ever-growing line that helps you grow 
3, Strong acceptance in the lighting field 
4, High saleability — competitive price 
— Guaranteed standards of quality 
It's good business tO concentrate you selling program “Twin Turret” 
around MITCHELL — the complete lighting line that builds Industrial 
nd bigger sales for yOU- 


solid business 4 


you 


writ 


‘LL SELL THEM ALL 
B ine 


G AND DETAILS 


— FOR FULL CATALO 
\ 
bi 
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Spot-Rays 


Mitch 
ell 
come A munutoctering Co 
anada: Mitchell M AVENUE, CHICAGO mpany 
anufacturing Company Bes, ILLINOIS 
. 64. Tesente, C 
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‘Unforseen “X” factors after you've made 
the initial sale often eliminate your 

profits completely. Trouble factors that 
increase installation and maintenance costs 


. and decrease your chance of 


repeat sales .. . are eliminated by careful 


pre-testing of ETl-approved electrical 


components and all completed 


| 
WPT AA MAGNA-LITE fluorescent fixtures. 
ae” Send for our catalog today. 
Wa 
WI A FLEUR-O-LIER MANUFACTURER 
WA 
Wg 


WAI 


MAGNA-LITE IS THE REGISTERED TRADEMARK OF ITS MANUFACTURERS 





306-308 CHERRY STREET © PHILADELPHIA 6, PA. 
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“SMITHCRAFT MUST HAVE 
DONE PLENTY OF RE- 
SEARCH BFHIND THE CEIL- 


ING LINE” 





















“WE'LL BE ABLE TO 
MAKE GEOMETRIC 
PATTERNS OF LIGHT 
WITHOUT COSTLY 
ACCESSORIES” 








A 
“THAT'S THE AMAZING AY > 
ALIGNER HANGER" ay 74 


CASES 





"*SMITHCRAFT USES 


ZINC-COATED BONDER- 


IZED STEEL 


HOUSING AND REFLEC- 
TORS TO RESIST COR. 


ROSION" 


LENGTHWISE 
CROSSWISE" 


“THE DUO-CAM HANG- 
ERS HINGE THE LOUVER 


FROM — SIDE" 
“FINGER-TIP 


SCREWS, 
GADGETS" 


"THAT LOUVER PRO- 
VIDES 40° CUTOFF BOTH 
AND 


PRESSURE 
OPENS OR COM- 
PLETELY REMOVES THE 
LOUVER . . . NO SNAPS, 
OR TRICKY 


FOR THE 


“WE INSTALL IT WITHOUT 
EXACT POSITIONING” 





“THE ALIGNER HANGER LETS U 
ADJUST AND LEVEL THE TROFFE 

a EVEN AFTER I? 
STALLATIO! 





1 














"IF WE'D 
WANTED GLASS 
OR LENS SHIELD- 
ING, SMITH- 
CRAFT'S HINGED 
ENVELOPE 
FRAME WOULD 
HAVE HELD IT 
wae WITHOUT CLIPS 

EASY TO 
HANDLE AND 
CLEAN" 





“*THAT LOUVER IS 
REALLY RIGID—THERE'S 


NO SAG ANYWHERE" Fi THE CEILING 


HAD RAGGED 
EDGES, WE'D HAVE 
SNAPPED THE SMITH- 
CRAFT TRIM FLANGE 
ON THE TROFFER RE- 
FLECTOR. THE SMITH- 
CRAFT CEILING SUS- 
PENSION SYSTEM 
COULD HAVE BEEN 
USED TO HOLD UP 
BOTH TROFFERS AND 
CEILING PANELS, 
TOO" 














"OH, THE SMITH- 
CRAFT PLASTER 
FRAME IS_ PERFECT. 
IT ASSURES SQUARE- 
NESS AND THE TROF- 


=n8”. 
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: Cee 
“AND WITH ALL ITS AD- x \E 2, ln we 
VANTAGES, IT COSTS US | Y/) 
MORE TO SPECIFY 1 &/ 
ae” " “WE'RE GOING TOLN Ome! } 


SMITHCRAFT" 
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LIGHTING DIVISION 


CHELSEA 50, MASSACHUSETTS 
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32-02 QUEENS BLVD., LONG ISLAND CITY 1. NEW YORK 
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the nation’s 
largest and most 





diversified line of 





approved fixtures” 


® 


THERE’S A FLEUR-O-LIER 
APPROVED “PHILITE” 
FOR EVERY LIGHTING NEED 


General Diffuse e Direct 
Semi-Direct @ Semi-Indirect 


Two and Four Lamp Standard 
Fluorescents and Slimlines 


Pendant e Surface e Recess 


Unshielded e Fin Shielded 
Egg - Crate. Louver Shielded 
Louver and Glass Shielded 
Contour Louver Shielded 
Contour Louver & Bent Glass 
Shielded ¢ Lens Shielded 


SEND TODAY FOR COPIES OF 
COMPLETE E.T.L. PREPARED 
TECHNICAL DATA & RATINGS 





see our 
display 
in booth 


12-13 














103 














104 


ee Small dia. Slimline 


Large dia. Slimline 
and 40 wott 












Model 3294 


Model VB4 )2 the — 
MISSOURIAN Sa, 


Model A404 





- Model 1642* 
* Small dia. Slimline %, 
> 

Large dia. Slimline - 
or 40 watt 
q.' 
= 
_ Model 1642* 
Model 3394 with #161 louver 
the 2 


CONGRESSIONAL 


Model 1541 
*Available in Slimline 
“Fi 7 a LA 
st in tluorescent 
H. E. WILLIAMS PRODUCTS COMPANY « CARTHAGE, MISSOURI 
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MATING SLOTS AND TRACK 
ASSURES PERFECT ALIGNMENT 


NEO-RAY EXCLUSIVE 
PREFABRICATED PERFECT ALIGNMENT 


Exclusive NEO-RAY ML-2448 is made in stock sec- 
tions 24" and 48". They can be cut on the job to fit 
all types of job conditions such as: projections from 
wall, curved areas and center columns and yet main- 
tain rigid and perfect alignment, no corkscrew effect. 


o 

SKYLETTE RECESSED FIXTURE * 
a/Converts to hinged . 
louvred or hinged glass 
bottom. ° 
“Hinged wiring channel. « 
VAll parts packaged e 
for continuous mounting ¢ 
at no extra cost. 





v SOLD THROUGH VISIT NEO-RAY'S BOOTH 147-148 
ie . enone ensbnanens AT THE.3rd INTERNATIONAL SHOW, 
mR HOTEL STEVENS, CHICAGO 
t oe JOBBERS 
> a} Let us show you simplicity of NEO-RAY'S layout. 
‘ * Use coupon below to write for free booklet 
TODAY. 
“NEO-RAY PRODUCTS, INC enimeniamans 
ry > WATCH FOR 313 East 22nd Sire 
* J ew rk i 
g Niéo-Ray 3 NT SeN VM MAME Gentlemen | 
PRODUCTS. INC. Without cost or obligation please send me your 
yp NEW vous 10, N.Y. # SLIMLINE booklet on Neo-Ray Louvred Ceiling. | 
> . Name 
deve eel 1\W6 FIXTURES! Address 
{OPERs AND PRODUCERS oF THE LATEST '* ust City Zone _ State ” 
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THE NEWEST IN 


at the 


3rd INTERNATIONAL 
LIGHTING EXPOSITION 
BOOTH 89-90 





Manufacturers of 
Fluorescent Lighting Fixtures 


ELECTRIC PRODUCTS COMPANY 
Chicago 18, Illinois 








NEW “BAYLITE”’ 


Combination of modern designin 
practical engineering, research and 
development resulting in simplicity 
of installation, the optimum in efi. 
ciency, minimum of surface brig} 
ness. All louvred. square unit for 
Recess or Surface mounting in 
and 5’ squares. 


NEW “TROFFER’’ 


A complete and new improved 
quality line. Snap-in type for use 
with Tee-Bar construction. Flange 
type for use with acoustical or 
plaster ceiling. Baffle, louvred or 
glass design for continuous or indi- 
vidual mounting. For use with Slim- 
line or Fluorescent 1, 2 or 3 lite. 85 
and 40 Watt T-17 are available in | 
or 2 lamp units. 


NEW “LITE-GUARD” 


Accessible fuse protection. The 
safety valve of Fluorescent lighting 
prevents over-heating in case of 
ballast failure. Lamp outage is con- 
fined to only one ballast for imme- 
diate identification. 


NEW “TERMINAL 
CONNECTIONS” 
New and improved connections for 
all terminal wires. 100°/, contact 
assured. Ease of socket replace- 
ment. 


NEW ‘425 MA SLIMLINE” 


For maximum in efficiency. New 
models and designs, all types, com- 
mercial and industrial. 


“GUARANTEE” 


The full one-year All-bright guaran 
tee unequalled. 


“CERTIFICATIONS” 


For everyone's protection. All-bright 


carry full certifications guarante: 
ing trouble-free performance. 
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< ~ Here's The Finest Fluorescents And 
2 a Few eee Pye Sgt Equipped — 


o Slimlines Available—Destoned And 
8s Engineered Exactly For The Job! 


Architects and lighting engineers have given unqualified 
approval to Modern Fluorescents and Slimlines in every 











he type of comparative test. 
— No fancy claims or price cutting tactics have been respon- 
oO ° ’ e,h © 
sible for Modern’s unusual acceptance within a few years. 
on- cs : ci ; 
Whether it is beauty — abundant light — precision fabri- 
ne- 
cation — quick and inexpensive installation — easy, low- 
cost maintenance — or all these benefits combined, Modern 
can meet every requirement at prices that guarantee the 
most in dollar-for-dollar value. 
ies Get complete details on these finest of fluorescents and 
_ slimlines — immediately! Return the coupon at once. 
ce 
Remember The Name! 
ew 
ym it 
“O-LIE 
fonutact ers Representatives ~——1 
vd s CERTIFIED , 
* territories are still open t in accordance of Sz Louts 
rite immedi sD/ with Test 
. ately Requirements of 
‘ Specifications of 
an nA Fleur-O-lier Manufacturers 
ELECTRICAL TESTING 
re) WY le) ba-) 1139 nC. MODERN LIGHT COMPANY OF ST. LOUIS 
oo 1518 Pine St., St. Louis 3, Mo 
™ Send whatever catalog information is available now and 
ght , add our name fo your list to receive new pages as released 
er | Li 
ght Company ai 
112-18 PINE STREET + SAINT LOUIS 3, MISSOURI TITLE 
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*To get complete information on 


FLEUR-O-LIER 
INDEX SYSTEM* 


Whether you make, sell, specify or buy 
fluorescent lighting equipment, The Fleur- 
O-Lier Index System will make your job 
easier. For the Index System provides a 


simple, usable method for rating and classi- 


fying fluorescent fixtures on the basis of 


their illuminating performance. 


How the specifier benefits... 

The Fleur-O-Lier Index System supplies a 
concise, exact formula for expressing 
desired illuminating characteristics. The 
specifier can dictate desired light distribu- 
tion, degrees of shielding, brightness and 


method of mounting. His specification is 


this easy way to specify and buy 
fixtures, write for free booklet, 
The Plenr-O-LierIndexSystem’’. 





2116 Keith Building °* 


This label is attached to every 


Cleveland 15, Ohio 


Fleur-O-Lier is not the name of an individual manufacturer, but of a group of 
fixtures made by leading manufacturers. Participation in the Fleur-O-Lier program 


simple and precise. It’s easy to write—and 
easy for the purchaser to follow. 


How the buyer benefits... 
Fleur-O-Lier fixtures are carefully examined 
by Electrical Testing Laboratories, Inc., and 
assigned a rating under the Index System. 
All the buyer need do is select fixtures that 
meet the specifier’s Index System number. 
Then with the phctometric test data and 
the coefficients of utilization provided with 
all Fleur-O-Lier fixtures, he has complete 
information to make an intelligent pur- 
chase of fixtures that meet the specifications 
and perform efficiently. 


FLEUR-O-LIER luminaire. It certifies 


that a similar fixture has been examined by Electrical Testing Labora- 
tories, Inc., and found to conform to specifications. This label is your 
assurance of excellence in mechanical and electrical construction and 
in performance. It means that Certified Ballasts and Starters are used 
and that the requirements of the National Electrical Code have been met. 


CERTIFIED 
im accordance 
with Test 
£t, Requirements of 

Specifications of 


Flewr-O-Lier Manufacturers 


ELECTRICAL TESTING 
LABORATORIES, INC. 
NEW YORK. NY 





is open to any manufacturer who complies with Fleur-O-Lier requirements. 
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W } I L Y PIONEERS IN THE 
FLUORESCENT FIXTURE FIELD 




















mEMBE 
E 
R-0- 
FLEU we cE \T S 
w.£.M.A e * * acturing 





Write for Catalog and name of lighting 
engineer in your area. 














Underwriters Approved R. & - ILEY, INC. 


IBEW Union Label Dearborn at Bridge St. Buffalo 7, N. Y. 
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FLUORESCENT LIGHTING 


When building or modernizing, use Eastern Fixtures for lighting 
economy and efficiency. Eastern paces the field in designing and 
engineering the best in lighting fixtures. 








The new DeLuxe Louver Eastolier, using four hot cathode slimline lamps, 


is equipped with 200 milliamp ballasts. This combination gives more 
light per square foot than a similar cold cathode set-up. Designed for 


for the high quality lighting at lower cost, this Eastern Slimline Louver 
Eastolier has met with immediate acceptance everywhere. 
BEST in 
LIGHTING The Eastern Deluxe Louver Luminaire, also a pacemaker, permits a 
buy wide variety of applications where widespread light is desired. It is a 
EASTERN versatile fixture — it will increase visual comfort and reduce glare to 


a minimum. 

Both units have hinged louvers to permit fast, easy relamping or 
cleaning. Units can also be equipped with top reflectors to increase 
downward diffusion of light. Write today for complete information. 





FIXTURE COMPANY 


BOSTON 20, MASSACHUSETTS 
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The Curtis Skylux ... newly designed for A B C 
lighting is a low-brightness unit now made with 
Alzak aluminum reflectors and lamp shields. This 
new Skylux offers greater ease of installation . . . 
lower maintenance costs ... more compact dimen- 
sions ... lighter weight. Skylux luminaries utilize 
two, T-12, 40-Watt fluorescent lamps and are 
available for pendant or ceiling mounting, as 
individual units or continuous lines. Curtis 
Downlights, for use with the newly designed 
Skylux provide an efficient and economical 
method of delivering “punch” lighting for mer- 
chandise displays. 


pet NEWesen7 on 
PLANNED 
Appropriate Brightness Control, the big feature in modern LIGHTING 





lighting. The KEY? . . . the luminaire . . . the CHARACTER- INTERNATIONAL By 

ISTICS? ... high light utilization with low unit brightness. LL? ¢ 

PLUS the relationship of the chromatic values of room con- 2 6 ON ¢ 
2 


tents. Write Curtis for further details. 


URTIS LIGHTING, INC. 


6135 WEST 65th STREET, CHICAGO 38, ILLINOIS 
CHICAGO... TORONTO..NEW YORK 
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So that BUYERS may KNOW— dy Zest 


the protection they are getting — 


CERTIFICATION UNDER RLM 
SPECIFICATIONS PROVIDES: 





— AND CERTIFICATION 


unoer FLEUR-0-LIER 


SPECIFICATIONS PROVIDES: 


| 





FOR 
BALLASTS 


, 


y= a 


f ‘ 























.., 


( Controlled enamel thickness. 
| Adequate, uniform reflectance. 


Minimum shielding angles 

Specified lamp spacing 

Specified dimensions and 
contour 

High efficiency 

Metal of adequate thickness. 

Excellent enamel quality 
maintained. 

Maintained rigidity 

Ballasts and starters certified 


in accordance with Manufac- 
turers’ Specifications 


Candlepower distribution in 
accord with specified 
standard 


Efficient lighting 
80% reflectance from light 
directing surfaces 


Adequate and permanent 
finishes on metal surfaces. 


Ease of assembly 
Convenience in re-lamping 
No sharp edges. 


Fixtures properly balanced 
for level hanging 

Ballasts and starters easily 
accessible. 

Low noise level. 

Minimum flicker or 
stroboscopic effect. 


Rigid lamp holders properly 
spaced. 
Sturdy construction. 


FOR 
STARTERS 


yx 


Lumen output in accord » 
specifications 


Specified minimum brigh! 
at various angles abx< 
fixture 


Operating temperature 
not exceed those spe 


High power factor 


Listing by Underwriters 
Laboratories 


Accord with provisions 
National Electrical Cc 


Operating temperature: 
accord with specificat 


Periodic inspections of 
manufacturers’ produc 


Exposed surfaces iow in 
temperature 
Conformance with Natior 
Electrical Code 
Underwriters’ Laboratorie 
listing 
High power factor 
Low ballast temperature 
Low leakage current 
High voltage tests 
Controlled brightness in 
shielded zones. 
Periodic inspections of m 
facturers’ products. 
Acceptable candlepowe 
distribution characterist 


Certified ballasts 
and starters. 











Specified labeling. Proper open circuit voltage 

Correct lamp watts over usual Watt loss indicated. Reliable starting. 
. . rrect preheating time of 
voltage range Prescribed power factor Correct p 9 : 

‘ Proper shape of lamp current : lamps. variation 
wave. Low noise level. Reasonable restarting after Operation under variation of 
Correct preheating current burning. temperature 
Listing by Underwriters 


Laboratories 
Periodic sampling and tests. 
Stable operating 
characteristics. 


Proper labeling Best operating characteristics 
for rated lamp life 


Operation with usual voltage 


N) 


Periodic sampling and tests 


Life equivalent to 6000 starts 
Provision for suppression of 
radio interference 


Specified temperature rise Listing by Underwriters 
limits Laboratories 


gee eet ne inne tai te mes» 


— 


=a 


A certified fixture is manufactured 
to an industry specification which 
bears the manufacturer’s guarantee 


BACKED BY INDEPENDENT TESTS. 


ELECTRICAL TESTING LABORATORIES, INC. 


2 East End Avenue at 79th Street, New York 21, N.Y. 


112 ELECTRICAL WHOLESALING—March, 1919 











ye 


\S— 


ic. 


1019 





G. E. SUPPLY CORP., Buffalo, display room looking toward counter. Switches are in column at left. 


Wholesalers’ Fixture Displays 


Build 


ore Lighting Sales 











lb MAY SEEM STRANGE that 
an industry whose product 1s 
recommended for aiding com- 
ercial sales, is itself guilty of in- 
lequate displays of the very prod- 
t it recommends to others. [low- 
ver, it is a generally accepted fact 
at all too many poorly planned 
nd wholly inadequate lighting dis- 
lavs parade as “showrooms” 
mong the 
ectrical industry. 

The lack of adequate fixture dis- 
lays is caused in part by the willing- 


ess of those in the industry to shift 


various elements of the 


By R. Bruce Thompson* 


responsibility to the other fellow. 
It is true that in many areas, where 
the local utility company merchan 
dises lighting fixtures, excellent dis- 
plavs are maintained. In areas where 
this 1s not the case, there is squab- 
bling as to who should assume the 
responsibility, while thousands of 
dollars for fixtures are spent else- 
where. 

Obviously, the fixture manufac- 
turer, because of geographical loca 
tion and remoteness from the end 
user, 1s ruled out. The electrical 


contractor, because of his close re 
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lation to the end user, would be the 
most desirable. Unfortunately, the 


majority of electrical contractors 
lack sufficient 
for a good fixture display; so, they, 
This then 


ocal electrical distributor. 


space and _ facilities 


too, may be ruled out. 
leaves the | 

last year, the Buffalo district of 
the General [Electric Supply Corp., 
decided to take action. We not only 
realized the lack of an adequate light 
ing display in our area but sensed 
also that we were rapidly approach- 
ing the transition from a_ seller’s 
market to a buyer's market, and 
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LOOKING toward entrance shows recessed troffer 


Lee oe 


4 MODERN 
——— #2 se 


LEFT CORNER of showroom shows the incandescent, 
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mercury and floodlighting units. 
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fixtures, part of main display boards and louver-all well. 


would need up-to-the-minute sales 
tools. 

Since our building was originally 
constructed as a warehouse for the 
Buttalo Niagara [lectric Corp., it 
contained more loading platforms 
than were required for our use. By 
eliminating two of the platforms, 
we were able to enlarge our city 
sales room, and provide a new e1 
trance at street level In addition 
to providing a new store entrance 
we were able to install a new stait 
way, leading directly from the stor 
to the landing of the main stai 
Way to our offices and appliance: 
showroom on the second floor. 

Phe enlarged sales room was now 
equal to approximately 1,000 squar« 


1 


feet of floor area. However, as thi 
ceiling consisted of exposed. steel 
beams, we decided to install a sus 
pended ceiling of fibre glass. A curt 
tain wall of the same material was 
installed at the rear, or west end, « 
the store, and carried down to th 
top of the stock bins, which meet 
he counter at right angles. The 
curtain wall also serves as a valanet 
and concealed from view the ceiling 


] 
1 


the remainder of the first floor. 
Installed as an integral part « 


} 


the ceiling, vet independently sus 
pended on 7 foot centers, are fou 

boards, 12 inches wide, extend 
ing the full width of the room. 


Kight wired outlets have beet 
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FACING RIGHT in the wholesaler’s showroom, shows part of the industrial unit display and spotlighting units. 


permanently installed in two of the 
four boards, which are each 55 feet 
in length. Used for tluorescent or 
slimline fixtures, the outlets are 
arranged to permit various combi- 
nations of display including: A con- 
tinuous row of six 4 ft. fixtures; 
two & ft. and one 4 ft. fixtures; one 
8 it. and two 4 ft. fixtures ; a contin 
uous row of three 8 ft. fixtures. 

Five wired outlets have been per- 
manently installed in the other two 
boards, which are each 40 feet in 
length. The outlets are arranged 
to permit: Two & ft. fixtures; three 
+ ft. fixtures; one 8 ft. and two 4 ft. 
fixtures. 

The suspended ceiling was a nat 
ural for six recessed troffers, which 
were installed at right angles to 
and midway between the four main 
display boards. The troffer door en- 
closures are composed of four dif- 
ference types; namely, plastic dish, 
lens plate, Albalite glass and egg- 
crate louver. 

Phe installation of the suspended 
ceiling, which provided a_ ceiling 
height of 10’ 6’, made it necessary 
to construct a well at the new stair 
landing, to allow head room and 
free swing of the door. The well, 
which was 3’ x 6’, gave us a small 
but ideal location for a louver-all 
display. This was done with a plas- 
tic louver having 2 x 2 inch openings. 

Close to the right, or north, wall 


of the showroom, 5 outlets have been 
installed for the display of single 
industrial type units. 

Midway between the main display 
boards and about five feet from the 
north wall, outlets have been in 
stalled for spot-lighting purposes. 

Phe counter hghting also serves 
as a part of the display. This con 
sists of a 16 foot run of a two-light 
commercial unit and a 14 foot run 
made up of one 4 ft. and two 5 ft 
units. In the latter, the four-foot 
unit is equipped with standard 48” 
lamps. One of the five-foot units 1s 
equipped with two 60%, 8&5) watt 
lamps, while the remaining unit is 
equipped with two 60°, 40 watt, low 
brightness lamps 

lo display the incandescent com 
mercial and industrial units, which 
are more varied in appearance and 
smaller in size, we utilized the rect 
angular area in back of the stair 
well. Eleven outlets have been pro 
vided for this purpose 


The lighting in the seven. stock 


bin aisles serves too as a part ot the 
display Five of the aisles are 
equipped with continuous runs_ of 
industrial units 
medium weight and heavy duty 
units, some with half-blank wiring 
sections, and portions of each run 
completely wired sections. Both 
standard and turret sockets are in- 
cluded, as well as synthetic and por- 
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7 hese Consist of 


celain enamel retlectors The re 
maining two stock bin aisles are 1 
luminated with continuous — single 
lamp reflector uits, using basic 8 ft 
sections 

In all, there are more than 40 
varieties of fixtures on display, in 
cluding incandescent, fluorescent, 
circline, slimline and mereury-vapor 
lamp sources. [ach fixture is indi 
vidually switched with silent) mer 
cury switches. If desired, any par 
ticular grouping of fixtures may be 
pre-set and operated with a push 
button contactor, lor the convent 
ence of customers, as well as sales 
personnel, the switches have been 
installed in the column near the 
center of the floor area. 

We do not consider our finished 
lighting display room the only good 
one in existence: nor do we feel that 
it can not be improved It does 
show, however, that a little earnest 
thought, plus a moderate expendi 
ture, cat 


transtorm an-unsightly 


area into an attractive and an ade 
quate lighting display. 


rier ith th Rochester Gas ¢ 
I:lectric Corp. and the General Eleciric 
! , 
Yupf Corp., Buffalo, and now represent 


mg Pittshurgh Reflector Co 
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@ For 2-40 and 4-40 watt lamps. 

@ Albalite glass sides. Entire shielding body hinged 
or removable with spring latch action 

@ Individual units or continuous runs. 

@ Companion units for spot or accent lighting may be 
coupled to or between Starliners. 

@ Also available with glass bottom 





s we swing into our Slst year, we want to thank 


bs 
{i 
: 
he 
al 
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our friends in the lighting industry whose approval of GARCY 
products has helped us achieve the biggest 
year, in volume of lighting sales, in GARCY 
history. In the future, as in the 
past, we will do our utmost to 


merit your continued 


aaa Serie Seta ow Seek Seana as at ner 


confidence. 
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GARDEN CITY PLATING & MANUFACTURING CO. 


1750 NORTH ASHLAND AVE. CHICAGO 22, ILLINOIS 











10:00 A. M. 


10:03 A. M. 


10:15 A. M. 


11:50 A. M. 
12:00 Noon 


10:00 A. M. 


10:15 A.M. 


8:30 P. M. 





Chairman: D. M. Salsbury, 


_Aadun ice Pog ram 











STEVENS HOTEL 





Tuesday, March 29, Conference Session 
Grand Ballroom, Stevens Hotel 


Chairmon: kb. E. Tayler, President, Ilum:nating 


Engineering Society. 


“Y B in Dark?" 
G. T. Morrow, Chairman, Exposition Op 
erating Committee. 


‘New Light on Planned Lighting"’ 
L. E. Tayler 


“One Interest; One Goal’ Welcoming 
Address—8. W. Clark, President, Nationa: 
Electrical Manufacturers Assoctation 
Vice President, Westinghouse Electric 
Corporation. 


Presentation — Merit Awords 
R. D. Bradley, Chairman, Merit Auard 
Contest Commitee. 


Procession to Exhibit Ha!l 


OFFICIAL OPENING 
Third International Lighting Exposition 
Exhthit Hall, Stevens Hotel. 


Wednesday, March 30, Conference Session 
Grand Ballroom, Stevens Hotel 


Vice President, National 
Flectrical Wholesalers Association. 
President, Westinghouse Flectric Suppl) 
Company. 


“The Wholesaler's Part in Lighting Sales" 
D. M. Salsbury 


‘Where Do Business and Lighting Go 

From Here?" Eric Johnston, President. 

Motion Picture Assoctation of America. Inc. 

“What the Lighting of the Future Will 

Mean to You" 

A New Presentation and Demonstration by 
The Engineering Division, Lamp Department 
General Electric Company, Nela Park 

Conducted by Alston Rodgers, Senior 

Lighting Engineer. 


EXHIBITORS’ NIGHT—Grand Ballroom. 
Stevens Hotel. Entertainment—presented 
hy the Exhibitors. 


CHICAGO 


March 29 thru April 1 


1949 


Thursday, March 31, Conference Session 


North Ballroom, Stevens Hotel 


10:15 A.M. — 


Friday, 


“How Atomic Power Wil! Affect the 
Future of Lighting"’ 

Ward F. Davidson, Research Engineer, 
Consolidated Edison Company. 


“Glass Comes of Age"’ 

lecture and Demonstration 

Harold G. Vogt, Research Physicist, 
Corning Glass Works. 


April 1, Conference Session 


North Ballroom, Stevens Hotel 


10:15 A.M. — 


Chairman: Robert W. McChesney, President, 
Natsonal Electrical Cuntractors Astoctation 
President, Harry Alexander, Ini 


The Contractor's Part in Lighting Sales"’ 
Robert W. McChesney 


“A Little Light on Color"’ 
Julian Elisworth Garnsey, (0/oris/. 


Plastics, The New Look in Lighting" 
Lecture and Demonstration 

F. W. Tetzlaff, Plastics Department, Rohm 
© Haas Co. 
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| reliable starting 
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> low operating costs 


full fluorescent lamp life 
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® Satisfactory fluorescent lighting perform- 


ance depends to a large degree on the starters you use. 


You are assured best results... in starter life. ..in lamp life... 


and in maintenance costs... when you use Certified Starters. 


Certified Starters are made to precise specifications, then are tested 
and certified by Electrical Testing Laboratories, Inc., an impartial authority. 


That’s why you can always rely on Certified Starters. 


® You'll recognize Certified Starters by the Certified 


shield on the case and on each starter. 


Certified Fluorescent Starter Manufacture 


2116 KEITH BUILDING ° 
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CLEVELAND 15, OHIO 
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At San Diego, Calif. 
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HANDY DISPLAY BOARDS behind the counter at the Electric Supplies Distributing Co. feature 
wiring devices in a fashion that is both an orderly presentation and a convenience to customers. 


WITH the larger portion of its volume in the wiring supply their activities coordinated as a unit. Achieved as a result 
and apparatus category, the Electric Supplies Distributing of this move have been: Closer coordination between 
Co., of San Diego, Calif., has constantly sought ways of purchasing, sales and stock records; and better service to 
improving and speeding up its distribution of these mate- customers, including those in the specialized aircraft manu- 
rials. This process of refinement has evolved through sev- facturing and contractor-industrial fields. In addition to 
eral steps and over a period of years until today that firm Mr. Goss, the executives of the Electric Supplies Dis- 
believes it has achieved an operational set-up which dove- tributing Co., are: Sam L. Hall, president and supervisor 
tails with the requirements of its wiring supply business. of all appliance and houseware activity; and Basil Guthrie 
According to Fred G. Goss, vice president and supervisor secretary-treasurer and supervisor of all purchasing activity. 
of all wiring supply and apparatus operations, the company's Their firm was founded in 1917 with an exclusive whole- 
merchandising and wiring supply departments, after having saling policy right from the start. Today it has 50,000 sq. ft. 
undergone several changes, have now been regrouped with of floor space. 
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BULK STORAGE LOT for reels and PLANNED-FOR-A-PURPOSE arrangement of wiring supply file system and order 


onduit is shown in this partial view. desk simplifies and speeds up process of providing customer with stock information. 
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LPI's Constellation Slimline model is 
an improvement on the world's finest 
fluorescent fixture. It retains all the 
features of the famous four-foot Con- 
stellation and adds the grace, beauty 
and efficiency of Slimline. 

Built to the same exacting specifi- 
cations as the Constellation, the Con- 
stellation Slimline can be used as a 
companion fixture with the smaller 
units. Both have the same widths and 
can be joined together in continuous 
rows. 


— Constellation Slim- 
line is available in both two light and four 


light 96 inch units. 


Baal me Lae — Constella- 


tion Slimline requires no starter, which 
means longer fixture life, reduced mainte- 
nance costs, really dependable operation. 





A AOR Tila 4te— Constellation Slimlines 


are fitted for either T-8 one inch diameter 
or T-12 1% inch diameter lamps. 


aE The Constellation’s 


famous hinged metal louvers have been 
adapted for the Slimline model. They swing 
open easily for re-lamping or cleaning, shut 
firmly on strong supports. 


The next time you plan a lighting layout, plan it for Slimline — 
Constellation Slimline. Your LP! representative can help you. Call 


on him. 


All LPI fixtures are union made, U-L approved and sold nationally 
by leading electrical wholesalers. 


PRODUCTS, INC. 


HIGHLAND PARK, ILLINOTES 
Visit us at the Lighting Exposition — Booths 70 and 71. 
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LAMP HOLDER LINE 


Lamp holder line consists of cast aluminum 
lamp holder, adapter box for cluster of up 
to five holder units, and pole slip-fitter for 


use on either |'/2 or 2-in. pipe. Listed by 
Underwriters’ Laboratories, Inc., holder is 
for PAR-38 and R-40 lamps. Mounting 


nipple is threaded '/2 inch for use with 
standard electrical equipment. Steber Manu- 
facturing Co., Broadview (Maywood P. O.}, 


Ul. 





REFLECTOR SPOT LAMP 


This 75-watt R-30 spot lamp (reflector three 
and three-quarters inches in diameter) is 
designed to meet the demand for smaller, 
lower wattage lamps than were previously 
available. It may be used in spaces too re- 
stricted for the R-40 and PAR-36 lamps 
(reflectors five and four and one-half inches 
in diameter, respectively). The lamp has a 
rated life of 1000 burning hours. General 
Electric Co., Nela Park, Cleveland 12, Ohio. 








WORK HOLDER 


This mechanically-operated work holder will 
position light work and hold it firmly at any 
desired angle on a 360 degree horizontal or 
axial plane, or on a 180 degree vertical 
plane. Slight pressure on the lever locks 
the work in position. The unit may be bolted 
to a work bench. Wilton Tool Manufactur- 
ing Co., 936 Wrightwood Ave., Chicago 14, 
Ul. 





X-RAY FILM ILLUMINATOR ee 


This explosion-proof X-ray film illuminator 
is designed for flush mounting in hospital 
operating rooms. Four chrome-plated roller 
clips at top of glass cover panel are pro- 
vided to hold the X-ray film. A drip tray 
and two extended hinge clips to support 
the wet film holder are also furnished. Unit 
takes two 15 watt T-I2 fluorescent lamps 
and is provided with 110-125 volt, 60 cycle 
ballast. Appleton Electric Co., 1701-1759 
Wellington Ave., Chicago 13, Ill. 
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PANELBOARD 


This redesigned leader type panelboard is 
available for both 3-phase 4-wire and single 
phase 3-wire bussing. ‘Sequence bussing’’ 
is a standard feature, providing better bal- 
ance across main bus and making adjacent 
circuits always of opposite polarity, accord- 
ing to the manufacturer. Frank Adam Elec- 
tric Co., 3650 Windsor Place, St. Louis, Mo. 


DAY 





LUMINOUS PUSH BAR 


This luminous push bar for any kind of door- 
bell or chime glows at night with a soft blue 
color. Set in a solid brass body finished in 
polished or dull brass, or chromium, the 
push bar consists of a molded plastic with 
a luminescent pigment. Trine Manufactur- 
ing Corp., 1430 Ferris Place, New York 6l, 
N. Y. 
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Before you take another step in fluorescent lighting, 
write for our catalog of commercial & industrial fixtures 
—designed for maximum efficiency, convenience and beauty. 
You'll like the prices, too. Customers get satisfaction with 
a real saving, and wholesalers like doing business with us. 


Of course... 


SLIMLINE and RECESSED. 
SPOTLIGHTS, too. 





F LUORESCENT LIGHT MFRS. 


1639 SOUTH BROAD STREET + PHILADELPHIA 48. PI 














PULLEY PULLER 


This portable, hydraulic pulley puller exerts 
20 tons pressure and simplifies removal of 
an object from a motor shaft. Mounted on 
wheels and of all steel construction, it can 
be moved and operated by one man. Pres- 
sure is applied to hydraulic jack by a hand 
pump. Three adjustments set puller to di- 
mensions required. Beam, arms, jack and 
pump can be removed from puller stand for 
overhead and other special uses. Dimen- 
sions are: 42 in. high; 34 in. wide; 48 in. 
long; maximum pulley diameter, 32. in.; 
maximum pulley face, 36 in.; shipping 
weight, 325 Ibs. Industrial Engineering 
Equipment Co., 122 East Fourth Street, 
Davenport, lowa. 





) 
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Ge 
THREE-WIRE OUTLET AND CAP 


This three-way outlet for grounding exposed 
metal parts of portable appliances has two 
current carrying contacts and one grounding 
contact built into the device. Grounding 
contact is electrically connected to the yoke 
and also to a terminal on the side of the 
outlet to which a grounding conductor may 
be connected. The three-wire cap is pro- 
vided with a grounding blade so designed 
that it cannot engage with the current carry- 
ing contacts. Both outlet and cap are of 
plastic, available in brown or ivory, and cap 
is armored with cord grip in two sizes. The 
Bryant Electric Co., Box D, Barnum Station, 
Bridgeport 2, Conn. 








CUBE TAP 


This rubber cube tap incorporates an as- 
sembly feature which eliminates 
arcing through the riveting together of 
blades and cross-arm contacts, as shown in 
sectional view on right. Tap is unbreakable 
and tamperproof, and brass contacts are 
secured permanently in position, according 
to the manufacturer. Listed by Underwrit- 
ers' Laboratories, Inc., the taps are available 
in brown only. Ratings are: 10 amp.—250 
v., 15 amp.—1!25 v. Allied Electric Prod- 
ucts, Inc., Irvington, N. J. 
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ELECTRIC SWITCH CLOCK 


This electric time switch clock automatically 
turns household appliances on and off. To 
operate, plug appliance into the clock and 
set for ‘‘on'’ and "off" times desired. The 
unit is 47/g in. high, has a metal case and is 
finished in ivory with gold color trim. West- 
clox Division of General Time 


Corp., La Salle, Ill. 


Instruments 





GROUND ROD 


This ground rod, including the point and 
driving ends, is covered with a copper coat- 
ing which is molecularly bonded to the steel 


core. Listed by Underwriters’ Laboratories, 





Inc., it is available in the following sizes: 
/z in. by 8 ft.; 5g in. by 8 ft.; '/2 in. by 10 
ft.; ¥g in. by 10 ft.; 34 in. by 10 ft. Jasper 
Blackburn Products Corp, First, Madison & 
Clinton Sts., St. Louis 6, Mo. 





COMMUNICATION AID 


A communication aid that can be used with 
the telephone to eliminate lifting the re- 
ceiver and holding the phone while convers- 
ing. 
telephone are necessary. 


No mechanical connections to the 
The communica- 
tion unit is merely plugged into the nearest 


Both the 


voices are clearly audible in normal tones 


outlet. incoming and outgoing 


from any point in the room. It can be used 
for inter-office communications or detached 
for private conversations by lifting the re- 
ceiver. Wagner-Metcalf Corp., Glendale, 


Calif. 





ELECTRONIC SPEED CONTROL 


This electronic speed control is furnished in 
ratings through !/2 hp. and utilizes a half- 
wave circuit to provide d.c. flexibility from 
power. It has a 20-to-I| speed range 
1,725 to 86 rpm. and operates effi- 
ciently in temperatures from 50 to 104° F. 


a.c. 
from 


According to the manufacturer, the unit is 
specially designed to provide, by the turn 
of a knob at a single control station, smooth 
speed lathes 
drill pumps 
packaging equipment, and paint and var- 
General Electric Co. 


stepless control on small 


grinders, presses, conveyors, 


nish mixers. Schenec- 


tady 5, N. Y. 
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HEATER CORD SET 


This heater cord set, according to the manu- 
facturer, embodies a new insulation principle 
which eliminates the use of asbestos. Manu- 
facturer states advantages of this heater 
cord include: Reduction in kinking, long 
service life, and resistance to oil and 
water. The cord carries Underwriters’ Lab- 
oratories, Inc., approval for applications up 
to 90° C. General Electric Co., Bridge- 
port 2, Conn. 





FLUID DRIVE UNIT— 


This fluid drive unit is presently being manu- 
factured with 5 and 7!/2 hp. electric motors, 
and reportedly will be made in sizes ranging 
from | through 20 hp. These hydraulic elec- 
tric power units are recommended by the 
manufacturer for use with centrifugals, con- 
veyors, mixers, winders, and spinners. Each 
unit has standard NEMA mounting bolt hole 
dimensions. American Blower Corp., De- 


troit 32, Mich. 





WIRE STRIPPER 


A tool for stripping all types of insulation 
from solid or stranded wire. It has three 
slots designed to strip the insulation from 
wire in sizes 12 to 22 and a fourth slot for 
cleaning the wire. Jaco Products, 6408 
Euclid Ave., Cleveland 3, Ohio. 


FLUORESCENT FIXTURE 


A fluorescent fixture designed for school 
room lighting is available for two or four 
40-watt lamps. It features either plastic or 
glass side panels and has a hinged louver 
for quick, easy maintenance. It is listed by 
Underwriters’ Laboratories and has Fleur-o- 
lier certified accessories. R & W Wiley, Inc., 
Dearborn and Bridge Streets, Buffalo 7, N. Y. 





AIR CIRCULATOR 


This air cooler is designed specifically for 
use in factories and heavy commercial plants 
where mass movement of air is essential to 
employee comfort and efficiency. The 1/6 
hp. capacitor type motor has two speeds, 
1,050 and 730 r.p.m. with a locked rotor 
amperage on high speed of 7 amps., and a 
locked rotor amperage on low speed of 
13%, amps. Motor is of the closed type, thus 
reducing the chances of harm from plant 
dust and dirt. It can also be used on 230 
volt single speed by reconnection. The 
unit is equipped with a push-button switch 
mounted on the safety guard. The switch 
can be removed and remounted to any wall. 
Construction is of '/2 inch (18 gauge) ex- 
panded metal on the sides with I'/2 inch by 
16 gauge expanded metal front and rear 
guard. It has a 35 inch aluminum propeller. 
Maximum overall height is 90 inches, mini- 
mum height is 66 inches. Fresh'nd-Aire 
Company, 221 N. La Salle St., Chicago |, 
Illinois. 








TIME SWITCH 


This all-purpose time switch will automat 
cally control "on" and "off" action for a 
wide variety of electrical circuits including 
window lights, signs, oil burners, poultry 
house lights and all types of safety lights 
It is inexpensive to install and can be ad 
justed in 15 minute steps without specia 
tools. Indoor case is 334 inches by 4 inches 
by 5!/4 inches and made of aluminum with 
special attachment for padlocking. This 
synchronous, self-starting unit handles up to 
30 amperes on a single pole, and operates 
on 110-125 volts, 60 cycle, a.c. Tork Clock 
Co., | Grove St., Mount Vernon, New York 








DC VOLTAGE MULTIPLIER 


This d.c. voltage multiplier extends d.c 
voltage measurements to 10,000 volts. By 
using the multiplier, the manufacturer's 
multi-purpose vacuum tube voltmeter can 
be extended to television high voltage sup- 
plies; transmitter plate circuits; experimental 
power supplies; industrial electronic equip- 
ment; electronic flash tube circuits and many 
other high voltage d.c. circuits. The com- 
pact unit consists of a 48-inch plug-in flexible 
lead tested for 22,000 volt breakdown. /t 
has a nickel-plated brass contact pin mount- 
ed in a tapered plastic rod 134 inches long. 
Sylvania Electric Products, Inc., 500 Fifth 
Ave., New York 18, N. Y. 
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MOTOR STARTER AND CONTACTOR -— 


This magnetic motor starter and magnetic 
contactor has bi-metallic relay heaters which 
will accurately follow the heating curve of 
the motor. The relay adjusts easily for 
automatic or manual reset when a simple 
lever is moved. The plastic-encased coil is 
intended to give greater life to the windings 
by protecting them from moisture, corrosion 
and abrasion. It has a permanent, self- 
lubricating composition impregnated into 
the plastic that will, according to the manu- 
facturer, keep the magnet guides sliding 
smoothly and at the same time eliminate 
annoying low voltage chatter. Trumbull 
Electric Mfg. Co., Plainville, Conn. 





LOCKING PUSHBUTTON 


This locking pushbutton for hospital nurses’ 
call beside stations, operates as follows: To 
summon a nurse, patient pushes the red but- 
ton which illuminates all pilot lights in cor- 
ridors, at nurses’ stations, in utility rooms, 
etc., and sounds buzzer at nurses’ station. 
When button is released, the buzzer stops 
although all lights in the system remain 
lighted until the nurse responds to the call 
and resets the button with a slight upward 
thumb action at patient's station where the 
call originated. Cord entrance is provided 
with rubber cord fatique grommet. The 
mechanism is of the simplest type, providing 
5 circuits with full wiping phosphor bronze 
contacts. Cannon Electric Development Co., 
3209 Humboldt St., Los Angeles 31, Calif, 


WINDOW FAN 


This 24-inch window fan, designed for homes, 
restaurants, stores and other public build- 
ings measures 10!/2 in. wide, 25!/4 in. high 
and 28!/, in. long. Belt-driven, it is oper- 
ated by a 1/6 hp., 110 volt, two-speed mo- 
tor. According to the manufacturer, the 
fan has a capacity of 4700 cfm. Air Equip- 
ment Co., 1713 W. Carroll Ave., Chicago, 
il. 


AIR CONDITIONING UNIT 


A complete self-contained air conditioning 
unit that provides 5-function room air con- 
ditioning. It cools, dehumidifies, circulates, 
ventilates, filters out dirt, dust and pollen. 
The unit has a hermetically sealed refrigera- 
tion mechanism of 3/4 ton capacity, deliver- 
ing 8,250 B.t.u. per hour. It can be installed 
easily in any window, and may be removed 
at any time. Two simple controls regulate 
all functions. It operates on 110-125 volts, 
60 cycle a.c. Mitchell Manufacturing Co., 
2525 Clybourn Ave., Chicago 14, Illinois. 





SPOTLIGHT 


Adjustable beam control from sharp spot 
to flood and a 360 degree tilt are two fea- 
tures of this 100-150 watt spotlight, which 
can be mounted on ceiling, wall, or placed 
on table or floor. Other features and speci- 
fications include: Removable panning handle 
which permits easy positioning of spotlight; 
all metal stamped steel construction; Sierra 
brown baked enamel finish; double-walled 


lamp housing; *3-in. heat resisting lens; 
spherical chrome reflector; removable base; 
dimensions, 6!/2 in. by 4 in. by 5 in.; weight, 
approximately 2 Ibs. It is equipped with 
an 8-ft. extension cord and plug. GoldE 
Manufacturing Co., 1214-1222 W. Madison 
St., Chicago 7, Ill. 


a 


FLUORESCENT AND SPOTLIGHT UNIT 


A two-lamp fluorescent luminaire with match- 
ing single incandescent spotlights that can 
be installed individually or in continuous 
rows. The luminaire is designed for direct 
ceiling mounting only. Intended for loca- 
tions under balconies or for stores where 
lower illumination levels are needed than 
would be provided by continuous rows of 
four-lamp fixtures, the unit is constructed so 
that spotlight sections can be_ installed 
where required between adjacent fluorescent 
luminaires. Decorative end caps are pro- 
vided. Westinghouse Electric Corp., 306 
Fourth Ave., Box 1017, Pittsburgh 30, Pa. 
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WINDOW FAN 


This portable, direct drive, three-speed win- 
dow fan is for use in homes, apartments, 
offices, stores, shops, tearooms, etc. It is 
finished in baked enamel and has panels 
designed to fit window openings from 25 to 
36 inches. The I6-inch fan delivers 1550 
c.f.m. and the 20-inch delivers 2100 c.f.m. 
Both fans are equipped with a 1/15 hp. 
motor. Chelsea Fan & Blower Co., Inc., 
1206 Grove St., Irvington, N. J. 
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VIEWED from New York City’s West Side Highway, Hobb Electrical’s building and sign dominate the scene. 











‘S 
f 
i =e . 
Wholesaler Streamlines Operation 
” 7 | 
To Beat Big-City Drawbacks 
/ 
. 
\NY are the trials and trib gets the ready and waiting business. wasted traveling between calls, but 
ulations of an _— electrical In contrast to suburban and rural the metropolitan salesman has t 
wholesaler in a large metro electrical wholesaling operations, pack a tremendous amount of selling 
politan area such as New York City sales efforts are confined to small and servicing work into his day ar 
Competition is of the keenest and areas, but coverage must be inten- the minutes he saves in travelins g 
salesmen must keep constantly on sive and a salesman has to locate — simply allow him more time for tl ( 
their toes, for here more so than a good many customers and pros work, I 
elsewhere it is a question of the pects within a stone’s throw from (Jutstanding headache of the ele 
survival of the fittest but not in the center of his territory. trical wholesaler serving a_ larg 
frequently it is the one who can Seems like an ideal situation, at city, however, is that of deliver 
deliver the goods the quickest that first) glance, with so little time once the order is signed and tl 











FROM HIS MAIN FLOOR OFFICE President S. Miller di- VICE PRESIDENTS E. J. Connelly (left) and H. Solomon 


rects company activities covering metropolitan New York. stand in front of trafic appliance showcase in display room. 
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SUPPLY MANAGER C. Deutermann (right) checks supplies 


CONSOLIDATED at one location are all the office and cleri- 
for Hobb Electrical Supply with Irving Protoss. 


cal operations facilitating ordering, filing and billing. 








STREAMLINED SHIPPING FA- 
CILITIES are shown by Jack Golkis, 
Hobb’s shipping clerk. 


FATHER AND SON work at the counter. J. SHADOW 
Lieberman, son (left), waits while H. Lieber- appliances 
man, v.p., phones. 


BOXES displaying traffic 
line the walls of the dis- 
play room. 


oods are ready to be shipped out its large list of regular customers New York City was) particulas 

Che terrific problem imposed by While this was true for those cus tight and Oo i great deal ot 
gid trathic rules, One-way streets tomers located close to each place nucroscopie searching to tind a suit 
ind congested conditions at times of business, it did not hold true for able and central location lortu 
lake the point of delivery almost in those located at greater distances nately one was found 


conveniently 
wcessible and when the importance from the houses and at the same — located about half-way between thi 
delivery at the time specified in time it doubled the dithculties of © old) main house and the branch, 
e order is considered it is small 


operation in many respects. so that) customers who regularly 
mder that this is classified as an First and foremost stocks had to dropped in to pick up supplies would 
1 headache. What makes it even be carried at both the main house not be too inconvenienced 
ore dithcult is that there is no and the branch. (ioods, when re Into this new location, a six-story 


idly solution to the probl ae ceived, had to be divided between building at 545 West 34tl ~ e Hlobb 


It is interesting to note how one the two and this, of course, resulted — [-lectrical Supply Co. moved on the 


ew York Citv electrical whole in-a duplication of personnel and — twenty-fifth anniversar of then 
ler has shaped his organization to procedures rounding 

eet more satistactorily the draw Right after the close ot the war, With over 120,000 square teet ot 
icks of big CIty distribution Hobb  [clectrical decided that the oor space, the building centralizes 
Hobb Electrical Supply Ce , cov first step toward increasing the et all the company activities at one 
ing metropolitan New York, for ficiency of the company operatior place including offices, ultra-modern 
erly ope vend with a main house should be to consolidate all opera showroom, counter, complete ware 
d one branch and felt that with tions under one roof housing facilities—receiving, storing 
se two sources of supply and This was easier said than done and delivery—-plus a commodious 
ice it could better take care of since the real estate situation in parking area for customers 
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INTERIOR OF STRATOVISION PLANE holds equipment for monitoring 
television signal received and retransmitted; sound monitoring is at right. 





GROUND PROGRAMS are picked up by an- 


tenna on tail and rebroadcast at nose. 


Stratovision As One Solution 
‘To Nationwide Video Service 





KAMING 


from. the 


television pictures 


world’s first ai 

borne television broadcasting 
station, Stratovision recently cat 
ried a program that was received as 
far as 500 miles from the point ot 
origin in its first public demonstra 
tion. 

The major technical problems in 
the use of Stratovision as an ait 
borne method of broadcasting tele 
vision and = frequency modulation 
programs have been solved and the 
system is now ready for commercial 
development according to the West 
inghouse Electric and 
Glenn L. Martin 


developers of Stratovision 


Corporation 
Company, co 


Vast Coverage by Stratovision 


Although at present, operation of 


only one Stratovision station has 
been requested, a coast-to-coast net 
work linking New York and Holly 


and eight 
Hying about 400 miles apart has 


wood requiring planes 
adding six 


added 


coverage in the southeast and north- 


been projected. by 


planes to this system for 


west areas, service would be pro- 
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IN THE PROJECTED NETWORK PLAN, programs originated in ground studios 


would be beamed to the planes and relayed from plane to plane. 


vided over 51 per cent of the na- 


tion’s area which includes”78 per 
cent of the population. 

Such a network would assure ex 
panded television coverage for mil- 
lions of rural listeners who would 
be unable to receive television pro- 
grams for many years to come with 
conventional television broadcasting 
methods 


The Stratovision system = simply 


puts the antenna and transmitter 


an airplane flying in lazy cirel 


high above the earth beyond tl 


sight of ground observers. TT! 
from this ai 
blanket the eart! 


inverted co! 


shortwaves sent out 
borne antenna 


like a 


and cover an area approximate! 


surtace great 


500 miles across or equal to abot 


the combined area of New Yor! 
Pennsylvania and New Jersey. 
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(Continued from page 63) 


tor, stressed the importance of extending 
the amortization period for REA loans 
from 35 to 50 years. Both Mr. Wickard 
and Executive Manager Ellis pointed out 
that the program needs the extension 
in order to permit a majority of the sys 
tems to achieve area coverage in the more 
thinly settled sections and to permit the 
program to really get going in the sparse- 
ly populated regions of the West 
Summarizing REA’s activities last year 
Mr. Wickard reported that 468,900 new 
consumers were added and 147,000 miles 
of line. “Today,” he said, “70 percent of 
American farms have central station ser 
vice compared with 11 percent when the 
REA was started less than 14 years ago.” 
Representative W. R. Poage (Dem., 
Texas) delivered an attack against the 


Bell Telephone Companies in telling the 


delegates of a bill he had introduced in 
Congress “to amend the REA Act to pro 
vide rural telephones.” 

\Ir. Poage told the convention: “The 
high rate policy of the Bell System not 
only resulted in a loss of probably two 
million rural telephone connections. — It 
left another great group of rural lines ot 
systems with no feasible switchboard 
connections and therefore with no ability 
to provide anything like reasonable set 
vice.” 

Addressing the convention, Secretary 
of the Interior J. A. Krug said: “In the 
face of growing power shortages, one 
after another of the Federal power devel 
opments has been subjected to attack 
The New Johnsonville steam plant of 
TVA, the steam plant and marketing fa 
cilities for the great Central Valley Proj 
ect in California, the marketing program 
of the Southwestern Power Administra 
tion—every one projected in areas where 
power needs are great, have all been ham 
pered and hamstrung.” 

Mr. Krug charged that “some high 


priced lobbying talent and some vicious 


propaganda have been employed . With 
cries of ‘socialism’ and ‘communism’ be 
ing used to confuse the people r 

T. E. Craddock, retiring president of 
the NRECA, declared that “There 1s 
not a state in the Union in which a co 
operative's power situation does not re 
tlect an acute power shortage which has 
reached a point of state emergency in the 
nation.” 

John R. Steelman, assistant to the 


President, hailed the record of the 
NRECA as “one of great service to the 
country,” and cited the fact that 13 years 
ago only one out of nine farms had elec 
tricity compared with seven out of ten 
today 

Clark McWhorter, a director of the 
Southwest Rural Electric Cooperative, 
Pipton, Okla., was elected as president ot 


NRE( \ lle succeeds | | 


who held the office for two terms. Clyde 


( raddvc k, 


Hi. Seybold of the Parke County Rural 
Klectric Membership Corp., was elected 
vice president Clyde 7 Ellis was re 
clected executive manager and Avery ¢ 


Moore secretary treasurer 





Television Set Sales 
Continue To Leap Ahead 
WASHINGTON — The  ever-increas 


ing impact of television on the business 
volume of this nation’s electrical whole 
salers was clearly indicated when the 
Radio Manufacturers Association recent- 
ly announced that more than 975,000 tele 
vision receivers were produced during 
1948—bringing the total postwar video 


set production to at least 1,160,000. In 


addition, 25,000 to 30,000) unassembled 
television set kits were reported to have 
been manufactured last year 

RMA _ member-companies reported 
manufacturing 866,832 video sets in 1948 
as compared with 178,571 in 1947 and 
6,476 in 1946 


ber manufacturers brought the total tele 


Production by non-mem 


vision set output in 1948 up to the more 
than 975,000 figure 
Almost 44 percent of the 1948 tele- 


vision set production by RMA members 
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“OPERATING BLUEPRINT" of the components and circuits of a tele- 
vision receiver are demonstrated by its designer, John Meagher, television 


specialist of the RCA Tube Dept. 


The device, called the ‘Television 


Dynamic Demonstrator,” will be used to train distributors’ service men in 
trouble shooting techniques and servicing. 
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came during the last quarter of the year 
Weekly 


reached a peak of almost 39,000, wit 


production during December 


h the 


161,179 


total for December coming t 
} uction vet an 


the highest month's pro 
nounced and only 17,500 sets under the 
entire output of television receivers in 
1947 

With set manufacturers applying an 
increasingly large share of their manu 
facturing facilities to television, particu 


larly during the second half of 1948, pro 


duction of radio receivers last vear d 
clined about 20 percent ul der the alltime 
peak reached by the industry in 1947 
Last year’s output of radios, however, 


vas the econd hig 


Potal industry production of radio sets 
in 1948 was estimated by the RMA at 
more than 16,000,000, of which RM 
member companies manufactured 13,265, 
793. In 1947, the entire industry's pro 
duction of radio sets exceeded 20,000,000. 

hM-AM and KM-only sets n ade by 
RMA members last vear rose 35 percent 
he 1947 output despite the general 
decline RM.\) member ompanies re 
ported 1,590,056 in 1948 as compared 
with 1,175,104 in 1947: and the December 


tabulation reached a new high of 200.326 


above t 


KhM-AM Sets as ayainst a previous peak 
of 171,753 in September. Over 100,000 
tf the 1948 output were FM only sets 
Table models in the FM-AM category 
made an even sharper climb in 1948 and 
accounted for 42 percent ot the total FM 
hand sets reported by RMA manufa 
turers. Many television receivers also 


included FM reception facilities, but no 


(Continued on page 132) 
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otes from N.EW.A. 


By Alfred Byers, Secretary 


National Electrical Wholesalers Association 








PROFESSOR HOKEY POKE 
LECTURES N.E.W.A.’S SALESMEN 


N.1 


) } 
Protessot SVvivestel 


\\ \ c lie mbers 111 


{ bloke \ 


t up witl 
si 
Poke 
()uarterwit last month—and wert 
1, neiced! Thei 
they surprise Cll 
experience of taking a big gulp of 


what looks like water but proves to 


be vodka! It was startling to say 


the very least 

Hokey Poke is a mythical chat 
acter, concocted by the sober tacee 
and  solemn-nuened author ani 
editor of N EAVIAL widely read 
Sales Boosters, .\lbert Ptaltz ot 
N.E.W.A. 5s staff Hlokeyv’s suddet 
appearance Was as a lecturet (11) 
print) on the subject “The Bast 


1 
Principles ot Salesman 


ship (7),° as a substitute for the 


regular February 
ance Sales Boostet 


Lele Ven kev rules tort selling Lord 


the framework for the Protessor 

haranguc Phe eleven rules are as 
fundamental and sound as good eur 
reney Phe wav Hokey elaborates 
those rules is something quite dit 
ferent from sound—either the ether 
or terra tirma iriety Phe whol 
purpose of the lecture is to instill 
confidence in the worth of basic pris 
ciple to good selling llokey accom 


plishes anything but! His inforn 
} } , } 


tion is a breathtaking as his appeat 

ance In fact, an editorial tootnot 
states—" This intormation herein 1s 
not guaranteed but it derives from 
sources we believe to be unreliable.’ 


Phat illustrates what Hokev 1s like 


Managing Director Pvle, in intro 


professot to the mem 


ducing thr 
this subject 
addi 


e many hun 


bership said—""To treat 


‘straight’ would just be one 


ig 


more small bit to tl 


130 


lreds of iY woklets. folders, Src... and 
thousands upon thousands — of 
speeches and informal sales confer 
ence talks SO WE decided to do 
something really different-—to get 
and hold the attention of every 
reader and, by humor and _ satire, 
plug the eleven basic selling prince 
ples for all they are worth.” 

Since Hokey Poke’s arrival on the 
scene, many orders for extra quanti 
ties of his (in)famous utterings on 
good salesmanship have been filled 
for members and others who have 
seen Hokev’s stuff and wanted to 
send it to their associates 

\ quantity still is available at 
NWA. from which orders can 
he tilled Prices are $6.00 per hun 
dred, up to 300 copies; $35.00. per 


] 


undred up to 1,000. copies; and 


S4.00 per hundred for 1,000 or more 


ALONG THE POTOMAC 


Many issues have appeared since 
mention has been made in this 
NEW _A’s being con- 


cerned with happenings at Washing 


ally 


| re about 


pelo 


ton. Recently, however, we spent a 


day there in checking up on informa 
tion to ur 
attention had been called to possi 


bilities tl 


of interest members. 


lat certain developments as 
hey were shaping up in the housing 
field, included plans to eliminate the 


] 


wholesalers Inquiries in authora 


tive quarters along the 


prove no sie 1 


under serious, immediate considera 


tion 


In connection with Regulation W, 
on behalf 


Managing Director Pyle, 


ELECTRICAL 


Potomac 


sstbilities to be 


of the Executive Committee, recent 
to the the 
Board of the Federal Reserve Sys 


ly wired Chairman of 
tem recommending that the Board 
consider reducing down payment re 
quirements and increase payment 
terms provided in that Regulation, 
The Board 
replied that consideration would be 


in the public interest. 


elven to the recommendation. 


N.E.W.A. LAMP COMMITTEE SUGGESTS 
DISTINGUISHING COLORS FOR LABELS 


Meeting with lamp manufacturers 
last month, the Lamp Committee of 
N.E.W-_A., Charles E. Mason, chair 
man, described the problem confront 
ing wholesalers in the handling of 
lamps through their warehouses. A 
big factor is familiarity with stock 
which is acquired only by experi 
ence on the part of warehouse em 
Where there is any degree 
and there is 


ployvees. 
of employee turnover 
always some—efficiency is impaired 
Consequently, it was emphasized, 
adequate and clear identification of 
merchandise by manufacturers can 
be of great practical value in expe 
diting the movement of merchandise 
from wholesalers’ stock to dealers 
and users. 

In the case of lamps, which is 
usually an important percentage of a 
wholesaler’s business, the Commit 
tee felt that considerable help could 
be given by manufacturers by differ 
entiating between just 


categories of their products, namely, 


two chief 
their so-called standard lamps and 
those other than standard. 

The suggestion was made by thx 
that 


Lamp Committee cartons of 
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identified 
distinctive label printed on whi 


standard lamps be 


some other colored paper: % 
other than standard 
lamps, the label be printed on a dif 


on cartons of 


ferent and contrasting colored paper. 
his would at least minimize error 
n filling orders quickly and in fact 
yo a great way to eliminate error 
together. Manufacturers recognize 
the validity of 
tated that 


ould be given to their adopting it. 


this suggestion and 


careful consideration 


N.E.W.A. AREA 
MEETING AT TAMPA 


Phe last of the 1948-49 series of 
\rea Meetings for N.E.W.A. mem 
bers was held at the Tampa Terrace, 

Tampa, Florida, on March 4th 


Present, representing the -Associa- 
tion’s [:xecutive Staff, were Man- 


aging Director Pyle and Secretary 
Byers. Many members throughout 


l‘lorida attended, a number being 
accompanied by their key associates. 

Following a luncheon, the meeting 
included Mr. 
Pyle on most recent developments in 
N.ELW.LA. affairs and policies. A 
broad outline of committee and 
eral activities 
sented by Mr. Byers. 

mecluded with a discussion of these 


program remarks by 


I) 


Fell 


‘ 
~ 


association was pre 


The mee ting 


1 


subjects and others imtroduced by 


me of those present 


COMMITTEE MEETING SCHEDULE 
The N.E.W.A. 


mittees scheduled for 


following Com 


are meetings 
his month and next, in preparation 


the 41st Annual N.E.W_A 
ention at Cincinnati, May 2-6 


Con 


March 1 
Committee 


Industrial Electronics 


March 10 


irts Committee. 


Service and Repatt 


March 17 


io 


Wiring Devices Com 


March 


niniittec 


2] Residential 


ting 


March 25 


1 Committee 


\pparatus and Con 


\pril 5 


Planning Committee 


\pril 6—Wires and Cable 
mored Conductor Committee 


and 
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EASY TO 
INSTALL 





L-O-N-G 
LIGHT LIFE 





MORE LICHT 
LESS CURRENT 








a 
>) 
/ 
$ | 
: / —'YNMMYMUAIV1C 
a i r) . iL é . + , . ‘ 
COLD CATHODE FIXTURES 
FEATURES THAT HELP YOU TO 
SELL THESE BETTER FIXTURES 
® UNDERWRITERS APPROVED 


MORE FOOT CANDLES PER WATT 

NO STARTERS TO BOTHER WITH 

NO INTERMEDIATE BURNOUTS 

* LOW MAINTENANCE COST 

ONE YEAR GUARANTEE 

* LOOK GOOD IN ANY INTERIOR 
LOW SURFACE BRIGHTNESS 

* EVEN LIGHT DISTRIBUTION 


‘ 


. 


These ‘'Hairpinline'’ Cold Cathode Lighting Fixtures were engineered and developed espe- 
cially for Classroom Lighting. They provide even light distribution and require no louvres or 
glass shields due to the low surface brightness of the lamps, which is approximately 1,100 
foot-lamberts. Today, yet only an infant, there are more than 2,000 classrooms throughout the 
country lighted this modern way. Illuminating Engineering Company manufactures a com- 
plete line of ''Hairpinline,”’ Straight Lamp Cold Cathode and Slimline Fixtures designed for 
every need. Why not get the facts on these easily sold, easily serviced fixtures today? 
Write for Wholesaler Data and Catalog showing our complete line of Slimline and Cold 
Cathode "Hairpinline’ and Straight Lamp Fixtures. 


We always suggest to users that they contact their local distributor for price information 


Write today for Wholesaler (Catalog 





VW, ae t/ c , , Y , 


Designers and Manufacturers of Slimline and Cold Cathode Lighting Fixtures 


2347 E. NINE MILE ROAD «+ «+ -« 





HAZEL PARK, MICHIGAN 
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First ... to produce the moulded 
Insulated Conduit End Bushing, that 


made Insulated Bushings Preferred! 





Inside of lip beveled to remove cutting 


edges — makes wire pulling easy. 


Economically prevent costly grounds and 


short circuits. 


The Increasing Demand for “UNION” 


Bushings (2 Eucdence of ther 


Superiority / 


UNION INSULATING Co., INC. 


PARKERSBURG 
WEST VIRGINIA 
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“UNION” PRODUCTS 


Weatherproof Pigtail Sockets 
Ever-Ready Pin Type Sockets 
Insulated Conduit End Bushings 
Insulated Entrance Bushings 
Bakelite Outlet Boxes & Covers 
Bakelite Lamp Receptacles 
Hay Mow Lighting Fixtures 
Pull Chain Lampholders 
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NEWS 


(Continued from page 129) 


accurate count of these 1s available. The 
1948 output of FM-AM_ sets by RMA 
members brought their total to almost 
three million. 


Continuing the high level « 


f productior 
attained in 1947, both automobile and 
portable radios accounted for much higher 
percentages of the radio receiver output 
of RMA members last year than in 1947 
\uto radios reported to the RMA nun 
hered 3,409,013 and accounted for 26 pe! 
cent of the year’s total of radios manu 
factured. Portables numbered 2,114,133 
and accounted for about 17 percent 

\ decline in AM-on!y home receivers 
accounted for the entire decline in radi 
et production in 1948. Table models 
dropped from 72 to 46 percent of the total 
radio output, while consoles maintained 
about the same proportionate share—12 
percent—attained in 1947 

Table models in the television line rep 
resented 68 percent of all television re 


elvers produced 


NEW YORK—The work of distribu 
tors’ television service men has been made 
easier with the development by the Tul 
Department of the Radio Corporation 
\merica of a “Television Dynamic Den 
onstrator.” 


1 


Purpose of the new Television Dynan 
c Demonstrator is to show the exact 
paths taken by both sound and _ pictur 
signa!s through a television receiver, at 


to clearly reveal the effects of operating 


Kirst use of the spectacular new d 
play will be as the dramatic highlight 

a series of television clinics on practical 
television service problems to be hel 
around the country by the RCA Tul 


Department under the sponsorshiy 


local RCA tube, parts, and test equy 
ment distributors. The clinics will featur 
lectures and demonstrations on televis1 
service methods by John Meagher, 1 
tionally known television specialist of t 
RCA Tube Department, and are designe 
to advance the trailing ot radio servi 
men in television trouble shooting te 
niques and to demonstrate the use of te 


instruments in television servicing 


circuits of a video receiver to a visual 
simple and easily followed “map,” t 
new’ Television Dynamic Demonstrat 
which was designed and built by M 
Meagher, has 200 plug-in parts whi 


permit most of the components. suc] 


resistors, apacitors and tubes to 

readily removed from the panel. 7 
permits any service condition that mi 
eccur in any part ot a televisio recel 
t e simulated, or the effect of i i 
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components to be graphically demon- 1 
strated. Since these conditions register 


on the viewing screen of the picture tube 





as “no picture,” “interference” and other 


on own ene PROTECTION 
may be quickly recognized and classitied 


Another feature of the demonstrator is 


that it is logically arranged into 10 fune 
tional sections. This permits step-by-ste] 
study of the rf section amplifier, rf oscil 
lator and converter, sound if amplifier, 


video amplifier, syne amplifier; vertical 


scillator and deflection output; hori- 
ontal deflection and high voltage, hori 
rontal oscillator and control, and power 
upply. 


Wholesaler Is President 
Of Chicago Electric Assn. 
CHICAGO—Axel H. Kahn, district 
manager of the General Electric Supply 
Corp. here, was elected president ot the 


Klectric Association of ( hicago at a re- 


ent meeting of its board of directors. 


Mr. Kahn, a native of San Francisco, 


PIERCE PLUS-VALUES 
SELL THEMSELVES 


From automobiles to zwieback, it’s easier to sell the brand that 
gives your customer more for his money. Fuses are no excep- 
tion. All good fuses meet Underwriters’ requirements, but 
Pierce fuses offer three exclusive EXTRA features, Show your 
oo customers these Pierce plus-values . . and watch your sales climb. 
Axel H. Kahn : 





pent his boyhood and early days in the PROTECTION AGAINST BLOW FROM 
Far West He began his career in. the HARMLESS SURGES 


lectrical industry as an errand boy with 


Mesaes Pierce “Balanced Lag” link sustains harmless jolts and 
e California Electric Works, a whol 


surges in the working overload range which often blow 

aling tirm later absorbed by the Western ordinary fuses. Yet it blows instantly on dangerous 

lectric Co. By 1907 he had ri ee short or ground. By sustaining all safe loads, blowing 
/ a Isecth tO an . ee ” 

: only when danger threatens, “Balanced Lag” eliminates 

costly, unnecessary power interruptions. 


ll-around inside man and left Western 
Electric to work for the Sterling Electric 
a torerunner of the Pacitic States 

ie PROTECTION AGAINST CASE FAILURE 
The strong tubular bridge construction and simplicity of 
design in Pierce fuses ensure maximum case life and clip 


contact, and prevent the misalignment common to ordi- 
nary fuses. 


lectric Co., which was later taken over 





the General Electric Supply Corp 

He was operating manager of the San 
rancisco district of G. E. Supply, in- 
uding branches in Fresno, Oakland and 
cramento, when he was transferred to PROTECTION AGAINST AFTERBLOW 

Pierce fuses are screen-ventilated and operate from 10 to 
50 per cent cooler, preventing unnecessary blow from 
rafted in planning the lavout of mans ; stored or secondary heat held in ordinary fuses. 


ago in January, 1936. While on the 





est Coast his services were frequently 


the company's warehouses in the west 


States. 


Mr. Kahn was a director of the Ek 
\ssociation of Chicago from 1937 t 
40, representing the Wholesaler Group, 


| served as a director and officer of the For Forty Years, Specialists in the Design and Manufacture of Fuses 


ctric Golt lub. He was recently re 
Pera Orr age sao RENEWABLE FUSES, INC. 


1 as a director the 


lation, representing the Wholesaler 145 Pacific Avenue * Buffalo Fs N. Y. 


ma | 
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Here’s another 


BONUS 


= for you, partner . 





ty. 


4 1 Ee Ti 4 ra ec ¢ ’ , 
h"One-Man” Hangers save plenty 
costly hours of installation time! 


Notice how the stems just hook onto the cross-bar, 
simply but securely. A little thing, perhaps, but it makes fixture-hanging 
an easy one-man job—and you know what savings that means! 


This is a typical example of the many smartly-engineered features — 
big and little— which all help make GUTH precision-planned Lighting 
Equipment so profitable for you. And some great new developments 
are on the way — watch for them! 


P.S. Do you have a copy of our brand new Handy Condensed Pocket 
Catalog 46A-G? It's yours with the compliments of 


YOUR TEAMMATE IN “vcd LIGHTING 





IGHTING 


THE EDWIN F.GUTH COMPANY / ST.LOUIS 3, MISSOURI 


662 
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NEWLY APPOINTED branch mana- 
gers for the Westinghouse Electric 
Supply Co. include: J. R. Place (top, 
left) who now heads the Binghamton, 
N. Y., branch; J. Simmons (top, right 
who becomes manager of the Albany, 
N. Y., branch; J. P. Keim (bottom, 
left) who was made manager of the 
Watertown, N. Y., house; and J. C. 
Cox (bottom, right) who was named 
manager of the new Fyler Ave. branch 
in St. Louis, Mo. 





New Electrical Handbook 

Published by McGraw-Hill 
NEW YORK New developme nts at 

improvements in electrical equipment at 
application since 1941 are described in 


the new 8th edition of the Standard 
mndl r Electrical Engineers, j1 
published by McGraw-Hill. 
The combined work of 101. electrical 


engineering authorities, this 2,311-pag 


handbook includes facts and figures, svs 
tems and measurements, materials at 
ethods, authoritative standards, de velop 


ments in equipment and methods from al 


i 


electrical engineering Arche 

EK. Knowlton is editor-in-chief, and R. M 

S Dp, assistant edit both on the ed 
ial staff of Electrical World 


John P. Waters Joins 
Newell-Emmett Company 
NEW YORK—John P. Waters, 


several years advertising manager for t 


deare , + ly ¥ 
lig division of Sylvania Elect: 
"= , | , ; ' 
Products, Inc., has joined the New 
| ' . 

tt Company, advertising agency 


city, as an executive on the Sylvar 


account, it was learned recently 
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Ohio Wholesaler Conducts 


ve 
Annual Sales Conference 
\KRON, O.—The Hardware & Supply 
Co. has found that the most practical 
vay of conducting a sales meeting is a 
round table’ discussion. At this year’s 
nnual sales conference the company 
sked everyone attending to prepare a 
ibject for discussion, or suggestions for 
€ improvement of the company’s overall 
peration, well in advance of the time of 
e meeting so that the president of the 
mpany, Hesket H. Kuhn, would be 
able to cover all the subjects as nearly 
as possible in order of importance 
This meeting was held on January 31 
vith a total attendance of one hundred 
d three emplovees, of which fifty-three 
vere salesmen—city and country. The 
ers were key representatives from the 
purchasing, order, and delivery depart 
ments of the five divisions of the com 
pany: Mall supphes, plumbing and heat 
r electrical supplies, automotive equip 
ent, and builders’ hardware and supplies. 
It is customary during the vear for the 
Hardware & Supply Co. to call on manu- 
facturers at regular intervals requesting 
em to conduct sales meetings for the 
mpany's various departments, and it ts 
t unusual for this electrical wholesaler 
have as many as three such sales meet 
gs in one week, involving salesmen 
rom at least three different departments 
The company limits the time of these 
meetings to one hour and thirty minutes, 
and in order-to cover all the necessary 
details in this specified time, question 


res are sent in advance of the meeting 


the salesmen, who, in turn, suggest 
ducts which they wish to know more 
ut—such as the market conditions or 
hnical details of a product, et In 
s way no time is wasted and the meet- 
ing can be concluded within the time 
allotted without overlooking any tmpor- 


tant information 








ACCORDING to an announcement 
made recently by A. D. Hammond. 
Graybar southern district manager, 
R. L. Coward (above) has become 
the manager of the Graybar-Bristol 
branch. Mr. Coward started with 
Graybar in 1936 as a city counter sales- 
man at the Knoxville branch. A few 
years later he became a_ salesman 
working out of the same office. 


CATHEDRAL TONE 
CHIME 


neal 


MODEL C-10 
LIST $9:% 


A oe aig ees 








Here’s a sales feature that really sells! All the dealer has to 
do is push the button and let his customers hear it. Cathedral 
Tone is not just a talking point—it’s a basic change in tonal 
character. It’s warmer, friendlier than any chime you ever 
heard. The difference lies in Liberty’s unique Resonance 
Magnifier, an ingenious device that brings out the lovely 
timbre and mellow overtones of a true cathedral chime. Miles 
ahead competitively, with that $8.95 price tag. 

What's more, Liberty’s Cathedral Tone Chime operates 
perfectly through 200 feet of wire on any standard 10-volt 
bell transformer. Sounds two notes for the front door, one 
for the rear. 


We're talking up the Liberty Line to your customers, in 
magazines like Electrical Merchandising and Hardware Age, 
and to your customers’ customers in Better Homes and 
Gardens, American Home, and House Beautiful. 


Write for current catalog. 
, ML 
MANUFACTURING CO. 


MINERVA, OHIO 
SINCE 1924 
DOOR CHIMES, BELLS, BUZZERS, TRANSFORMERS, SIGNALING DEVICES 
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These Keystone Interchangeable square Wireways are meeting 
a recognized need at a very attractive price. Made in 1 to 9 ft. 
lengths in two popular widths, 4 inches and 6 inches square—with 
hinged cover for easy access to wiring—knockouts on side and 
back—furnished in black baked enamel (galvanized furnished for 
coastal areas). 


ASK ABOUT our new 90° Elbow and 
Pull Box with “‘smooth-flow” corner. 
Has hinged cover and ample knock- 


Introducing outs. Available 4” x 4” and 6” x 6”. 


Keystone’s New . 
OTHER FITTINGS 


FLANGELESS DROP HANGERS « NIPPLES 
TROUGH COLLARS 
WIREWAY 


BRACKET HANGERS 
CLOSING PLATES « ''T” FITTINGS 
JUNCTION BOXES 


All fittings made in standard 4” x 4” and 
6” x 6” and interchangeable 






OCTAGON 
With knockouts '4” to 1}4”, 
spaced alternately 3 inches CABLE BOXES 


electrician’s work. End 
plates provided with knock- 
outs to accommodate pipe 
up to 2!4” so no cutting is 
necessary in making con- 
nections to panel or meter 
boards. T's, L's and con- 
nectors also available. 


All Keystone equipment Underwriters 
Laboratories Approved 


Mounted on offset hanger bars in 
choice of 3 forms—straight, shal- 
low and deep. Can be had either 


Let us send you illustrated catalog with double 12” knockouts or with 
sheets showing sizes and other infor- Romex Cable Clamps—4 inches 
mation, along with attractive prices. square—black enamel (galvanized 


for coastal areas). 


MEET US IN BOOTH 41 AT 
NEWA CONVENTION 


IMMEDIATE DELIVERY 


KEYSTONE MFG. CO. 





23328 Sherwood Road «+ Center Line (Detroit) Mich. 
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Philadelphia Wholesaler 
Announces Staff Changes 

PHILADELPHIA—J. E. Rowland, 
president, Elliott-Lewis Corp., an electri 
cal wholesaling firm here, recently an- 
nounced the appointment of Charles F 
Boice as radio and television sales man- 
ager 

Mr. Boice was formerly with Raymond 
Rosen & Co. in a similar capacity. 

\t the same time, Mr. Rowland an 
nounced that the firm’s major appliance 
sales have been divided between Edward 
| Webb, newly appointed manager of 
International Harvester refrigerator and 
freezer sales, and Walter H. Kelly, who 


will handle the Universal appliance lines 


Landers Frary & Clark 
Join Midwest Sales District 

\ consolidation of the midwest and 
metropolitan Chicago sales districts 
Landers, Frarv & Clark, effective at once, 
was announced recently by Bret C. Neece 
vice president and general sales manager 

In the future these two districts, whicl 
have heretofore been operated indepen 
dently, will be managed under the direc 
tion of H. M. Conlin, formerly midwest 
district sales manager. 

Phe new sales district will include i 
addition to metropolitan Chicago, — the 
states of Illinois, Missouri, Kansas, Ne 
braska, Iowa, North Dakota, South Da 
kota, Minnesota and Wisconsin 

H. H. Kimball, formerly manager of 
the metropolitan Chicago district, is as 
suming the directorship and management 

the newly created “National Accounts 
Division” of the company with headquat 


ers in the tirm’s Chicago office 








JIM O'NEIL center), electrical 
buyer for Masback, Inc., New York, 
electrical wholesaling firm, converses 
with Al Hawkins (left) and Herbert 
Olsen (right)—both of G. E. Lamp 
Department—at his company’s Spring 
Sales Convention recently held at the 
Hotel New Yorker. 


March, 1949 











Vi 











PART OF THE PROGRAM-—Sales 
training course in Universal electrical 
appliances for the staff of Raco Appli- 
ances Co., distributing firm of Dallas, 
Tex., was recently presented by R. 
Beyers, C. Lemley and P. Parker, sales 
representatives for Landers, Frary & 


Clark. 





MacDonald and Davis 
Named by Wiring Bureau 


N. J. MacDonald, vice president of thi 


omas & Betts Co., and F. E. Davis of 
Commonwealth & Southern Corp. 
e recently appointed t e executive 


nmittee of the National Adequate 


ng | ‘ Both me place mem 
wh ive given ] 2 4 i ible 
ice to the wiring movement 
The appointments were made in lin 
the Bureau's policy of rotating the 
mbership of its executive body Mr 
MacDonald replaces 7 I. Newcoml 
rchandise sales manager of Westing 
ise Electric Corp. Mr. Davis takes 
for R. F. Hartenstein, superinten- 
t of electric and steam sales for Ohi 
Edison Ce 
New appointments are als announced 
N.E.M.A. for its Adequate Wiring 
Committee The association ha named 
Mr. MacDonald as chairman and added 


other members, Paul Christensen 
rr of research and devel 
gineering for Federal Electric Products 
| and R. E. Murphy, vice president in 


rge of sales for ITE Circuit Breaker 


long time supporter of adequate 
ng and electrical interdependence, M1 
Donald’s association with Thomas & 
betts goes back to 1921 when he joined 
he company as a salesman. Named sales 
iger in 1929, he became successivel 
ember of the board of directors in 
5, vice president in charge of sales in 
and vice president in 1944 


(sraduated from the University of Vir- 


as an electrical engineer in 1923 
Davis joined the Commonwealth 

X thern Corp. in 1924 1 ha ee! 
that Organization ¢ S He 
heads E.E.I.’s wiring and specifica 


mmimittee and is a member of the 


‘Nstitute s meter and service committee 

1 ' ; : 

He also serves on E.E.I.’s subcommittees 
SCT VICE cable standardizatio and 


sockets 





THE ....... 


FOR FUTURE SALES AND PROFITS 


Outstanding value meets 
competitive selling needs! 


ape Caren 
ive 1x. 


"Farm Journ 


Consistent national adver- 
tising paves the way! 


Cooperative advertising 
program helps you sell! 


MANY YEARS OF STEADY SALES INCREASES prove 
HARDER-Freez to be the franchise in the one major 
appliance market that hasn't even approached satu- 
ration. Present program to improve distribution set- 


up may mean an opportunity for you 


Miss Barbara Kowitz, 
Harder. Freez Home 
Economics Director 


Aline that's right to meet 
1949 sales demands. 


TOP QUALITY materials, construction, engineer- 


ing, design—in a complete line you can sell! 


COMPETITIVE PRICE—well below practically all 


other makes with comparable specifications. 


OUTSTANDING FEATURES include Exclusive 
Center Plate Coil, Hermetically Sealed Compres- 
sor, Self-Balancing Lid, Pressure-Lock Hardware, 
Adjustable Dividers, Handy Freez-Basket, Temper- 
ature Indicator, Warning Signal, Recessed Base, 5 
Year Warranty Plan. (Ice Cube Trays— optional.) 


OUTSTANDING VALUE, more for your money, 


means bigger return on your sales efforts. 


FULL LINE, both Chest and Upright models — 


sizes that sell, and offer adequate capacity. 


SALES HELPS include effective literature, mail- 
ing pieces, stuffers, newspaper mats, dealer signs, 
and point-of-sale material to help you sell. 


CONSISTENT NATIONAL ADVERTISING 
since 1945, influences the best prospects in your 
territory. The 1949 schedule includes Better Homes 
& Gardens, McCall's, Saturday Evening Post, Field & 
Stream, Country Gentleman, Farm Journal. 


EXPERIENCED MANUFACTURER with over 
20 years’ background in the food refrigeration field. 
Tyler originated the welded-steel refrigerated Meat 
Display Case—has been a pioneer in home freezers. 





12 cu. ft. Chest 





18 cu. ft. Chest 


9 cu. ft. Upright 


SHSHOSOSSSOEESOOSECHECODSSAOHSDECECORERO COC IHSVSEIOC VOC 29 Fe 


FUTURE PROFITS 
FOR YOU WITH— 


UT DISTRIBUTORSHIPS— 
DEALERSHIPS. YOUR TERRITORY MAY BE OPEN. 


TYLER FIXTURE CORPORATION, DEPT. WH-3, NILES, MICHIGAN 
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Wy Peo 


CLIMBERS* 


Ca& 


f 
— 


"solid comfort’’ for 


linemen 


@ There's greater comfort for the lineman in the 
Gaff is in line 


ith the lea bete. new Klein ** Pole Master’ Climbers. Designed as a real 





working pair . with one climber especially for the 


right and the other for the left... they have an extra 


wide stirrup for greater arch support. 


Leg irons are tough and dependable, yet flexible and 
tapered in width and thickness. Ankles and calves get 
better support chafing is practically eliminated. 


And the scientifically offset shank brings gaff in proper 


1945 POLEMASTER 
CLIMBERS Riveted 
Top Wrought Loop, 
Triangular Ring at 


line with leg bone, providing real security .. . solid 


comfort. 


Ankle (average 
weight) 2‘, lbs. per 
pair. (With this Clim- 
ber, use Ankle Strap 
No. 5301-16 or No. 
5301-26). 


**Pole Master” Climbers are forged from high quality, 
special alloy steel. A wrought, triangular-shaped ring 
at ankle assures proper set of ankle strap and provides 
additional comfort .. . safer, longer strap life. ** Pole 
. like all Klein climbers... 


tested and suitable for linemen of any weight. 


Masters” are individually 










* Matched Right and Left Climbers 


ASK YOUR SUPPLIER 
Foreign Distributor: Interna- 
tional Standard Electric Corp., 


New York 






Since 1857 
WW ELUERS 


KLEIN co: & Sons 


3200 BELMONT CHICAGO 18, 2S & 
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Wholesalers Exhibit 
At Kansas City Show 
KANSAS CITY, MO Electrica 


wholesaling firms of this city were amor 








the radio, television and appliance ex 
hibitors at the ve-day Exposition 
Electrical Progress vhicl was held 
the municipal auditorium here this mont 
t was i ed recently 
x rs included the lowing ¢ 
cal esaling rms: ( i lee 
tric ( Cor r il Electric Co., Gra 
at | ect! ( ind the ( KITTS Wi rie 
sale Divisio1 RU. 
} poin 
: for 
quai 
Improved Hot-Cold Mixing nour 
“A = Her 
In New Water Heaters see 
. new develooment in. the water hen trica 
eld. ¢] sombrers cold-wate twer 
i i at _— 
% ee sh 
inufactur e McGraw 1 New 
( Clark D ( hicag 
| a ei At I 
{ M t vy pa 
de, fla ’ n« | sn 
' n wat thie 
t n and 
‘ { it wa 4 t 
ede Becaus d wat 
| t m mix mess 
, Be has a treasu 
+ 7 i SL Lv s | der 1 } anag 





New 


For 





A NEW METHOD of illuminating 
bridges and highways is being tested by 
Sylvania Elec. 
experimental fluorescent lighting in 


Products, Inec., in at 


stallation at Salem, Mass. The test 
is being conducted on a 500-ft. sectior } 
of the Kernwood Bridge. The installa 
tion consists of a row of &-ft. slim-line 
fluorescent lamps mounted 5 ft. abov 
the roadway on a fence rail along or 


side of the bridge. 





March. 1919 Mar¢ 











RUSSELL L. JESSEE has been ap- 
pointed central states sales manager 
for Gedney Electric Co. with head- 


quarters in Chicago, IIl., it was an- 











' nounced recently by Malcolm W. 
4 Heron, president of Gedney. Mr. Jes- 
see has been connected with the elec- 
trical fitting industry for more than 
twenty vears. 
New Officers Elected 
\t Korsmeyer Company 
LINCOLN, Neb.—Mrs. Ethel M. 7 
rsmeyer was recently chosen presidet 
the Korsmeyer Company, wholesale 
ical appliance firm, 412 Sout! 
reet, Lincoln, Neb., to succeed her | 
} |, the late L. W. Korsmeyer 
ther officers of the company includ 
lan T. Korsmeyer, vice president; Car- 
M Kredr ck ml, general Manat il 
isurer; and Max | Powers, sale 
y Manager and secretary. 
G.E. Appliance Dept. 
|Promotes W. J. Pfeif 
| RIDGEPORT, CONN Willian 
I rmerly supervisor ot emplovees 
e tor the General Electric Co.’s Ap 
— lance and Merchandise Department, was 


appointed assistant to the get 


les manager of that department 

Mr. Pfeif joined General Electric as at 

unting clerk in 1940 following h 

raduation from the University of Wis 

He subsequently held a numbe 

tions in the pe rsonnel and educa 

sections of the Appliance and Mer 
Department 


New Detroit Location 


For Cutler-Hammer Office 
r-Hammer, Inc.. Milwaukee, Wis 





nounced that its Detroit dis 


ng 
ny AT ICT s othce and warehouse are 
aI Housed in new and expanded quarters 
n ted at 15427 Woodrow Wilson 
st paen etroit 3. Mich... the new quarters 
“ f improved facilities for th 
a . ra } 1 

é ribution of Cutler-Hammer motor 
né ci ; 

Contr nd allied electrical 
\ + 
aS t aré€a } EF. We [) 

i ig¢ mI i 
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High value is combined with 
attractiveness, efficiency and 
high capacity in International 
Window Fans. Internationals 
fit any window just as they fit 
any purse. Feature Internation- 


als — the fans with the features 


that make them outsell others. 


Model 224— Variable speed 24” 


° FEATURES 






+ PERFORMANCE 
> VALUE 


NLY THE 
° Quiet 


| Super 


INTERNATIONAL 


has the 

















SPRING-SUSPENDED 








Cloverleaf blades, 4240 CFM Rating. Complete with adjustable brackets, stand, 
vinyl shrouds, plug-and-cord. Model 316— Variable speed 16” Cloverleaf blades, 
2000 CFM rating. Complete with adjustable vinyl wings, stand, plug and cord. 


PROMPT DELIVERY — ORDER NOW 


Distributors: 


Grlteenational 


OIL 


SPRING & PARK AVES. 


BURNER CO. 


ST. LOUIS 


Some territories open—Write for particulars 


10, MO. 
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for 
ideal 


Attic Fan 
Control 






Sangamo Quality Interval Type Timers provide an auto- 
matic OFF operation following an elapsed ON interval 
which is manually preset for each operation. The unusally 
quiet, low-speed hysteresis-type motor operates only after 
the manual setting has been made. The operating range 
includes any period from 15 minutes to 12 hours. While 
designed primarily for ideal attic fan control, these timers 


are suitable for many other applications. 


Sangamo Type T Timers are extremely attractive in 
appearance, may be either wall or switch box mounted, 


and are fully guaranteed and priced right! 


vc? 
fone 
The new Sangamo Timer is also avail- Lz 
able in a plug-in type (Type TJ), rated in 
at 10 amperes or 4 hp., for portable 
appliance installations. < %) 
~ 
Sie od 


Both types are available now. Bulletin 
full information—write for your copy. 


5 A ni (. i inl 0 Soe 
ST495 


ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 


No. 42 — 


1070C gives 


4899 ~\qn9 


See our Exhibit at Space International Lighting Exposition 
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J.S. Overstreet R. P. Allison 





C. O. Hull T. R. Hancock 


NAMED recently to new positions in 
the wire and cable division of the 
General Electric Construction 
Materials Department were: J. S. 
Overstreet, formerly manager of cable 
sales, now manager of sales; R. P. Al- 
lison, previously works manager of 
the Poughkeepsie and Lowell plants, 
now manager of manufacturing; and 
C. O. Hull, formerly on the staff of 
Bridgeport wire and cable engineering, 
manager of engineering there 
Appointed as manager, marketing re- 
division, of the Construction 
Materials Department, was T. R. Han- 
cock, formerly in G. E.’s market re- 


Co.'s 


now 


search 


search division. 





Electric Sales & Service 
Acquires New Salesman 
ATLANTA—Samuel * M \iola 
joined the Electric Sales & Service | 
electrical wholesaling firm of this city, it 
was learned recently. Mr. Aiola, a me 


chandise salesman, will cover city 


ounts 


U. S. Rubber Appoints 


Combier and Cassidy 
NEW YORK 


Combier as sales manager 


\ppointment of F1 
erick P 


Robert C. Cassidy as chief engineet 


Uskon electrical heating panels was 
nounced recently by C. W. Higbee, n 
ager of the wire and cable departm« 
United States Rubber Co. Both men 
make their headquarters here at the 
pany's offices at 1230 Avenue of 


\mericas 
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Wholesalers to Direct 


Electrical Living Show 
CHICAGO—The second annual Na 
tional Television and Electrical Living 
Show has been scheduled for Sept. 30th 
through Oct. 9th, 1949, and will be held 
at the Chicago Coliseum, according to 
\xel Kahn, district manager of the Gen- 
eral Electric Supply Corp. here and new 
resident of the Electric Association of 
Chicago, sponsor of the show. 

Harry Alter, president of The Harry 
\lter Co., wholesale appliance distribut 
ng firm of this city, has been re-named 
hairman of the show. Arthur Holland, 
f the Malcolm-Howard 
\gency, continues in charge of all pub- 


Advertising 


ic relations and advertising for the 
vent. 

Plans call for increasing attractions to 
nsure an even greater attendance than 
that achieved by the ‘48 show’ which 
aunched a markedly improved selling 


season for the industry, it was reported. 


Fasco Industries Expands 
Manufacturing Facilities 
ROCHESTER, N. Y. 


e manufacturing facilities of Fasco In 


Expansion of 
ustries, Inc. (formerly F. A. Smith 
Manufacturing Co., Inc.) was announced 
ecently by H. P. Toppin, president. He 
eports the construction of two new plant 
additions which will increase the firm's 
total floor space here to appre ximately 
250,000 sq. ft. 

Completion of these two building addi- 

ms, expected this spring, will con 
ibute to the assembly line production of 

Fasco products 








ALBERT F. METZ was elected presi- 
dent and general manager of The 
Okonite Company, Passaic, N. J., by 
the board of directors at their regular 
meeting held recently. Mr. Metz, who 
was previously vice president and 
treasurer of the company, replaced 
Krank C. Jones, who died last Janu- 
iry 20. Stephen A. Wilson, general 
ounsel for the company, was elected 

director. Donald R. Stevens, for- 
merly a vice president, was elected 
executive vice president and a mem- 
er of the executive committee. 


FULLMAN 


atwohbe 


PRODUCTS 


'36010)'5:10) 4s 





WIRING SPECIALTIES 


MINIMUM OF PARTS— 
MAXIMUM OF SERVICE! 


“Latrobe” Floor Boxes and Wiring Specialties are designed to do their 
jobs in the simplest, most straightforward manner possible. 


Their neat, compact construction makes them easy to install and 
doubly assures smooth, dependable service over the years. 





No. 110 “Latrobe” 
Watertight Box 


A sturdy, non-adjustable Floor Box that is 
a dependable performer. Can be speedily 
installed and is watertight. Has 208 Re 
ceptacle. Cover Plate 3'/2'' diam. 





No. 150 Box— 
No. 207 Nozzle 


A compactly built box for installation in 
concrete or wood finished concrete floors 
Adjustable and watertight. 4'/,' Cover 
Plate No. 242 and large Adjusting Ring 
No, 215 





No. 252-R ‘‘Latrobe” 
Two Gang Box 


This adjustable Two Gang Floor Box has No 
208 Receptacle in one section. It is effi 
cient and economical. One Cover Plate has 
2'' Flush Brass Plu the other, 2'' Flush 
Brass Plug. . 





No. 284 Nozzle with 
No. 200 Cover Plate 


This Duplex Receptacle Nozzle is one of 
the many well designed Nozzles for use 
with ‘'Latrobe'' Watertight Floor Outlets 
The No. 284 is furnished with '/.'' or 3 
Brass Pipe Extension 


4 











Sold Only Through 
Wholesalers 








Keystone Fish Wire 


Finest grade flat steel wire, expertly tem- 
pered. Ten sizes, for lightest work up to 
heaviest power wiring. 100, 150 and 200 
foot coils. 





BX Cable Staples 


These high quality ‘Bull Dog" staples are 
favorites from coast to coast. Packed by 
carton, keg and barrel. 2500, 6000, and 
30,000. 


FULLMAN: MANUFACTURING CO. 


LATROBE . . . PENNSYLVANIA 
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No matter what size or type you specify, you'll find 
each fitting fits like a glove. Clean threading, smooth 
finish and real locknuts on all connectors mean all Gedney fit- 
tings install quicker and easier . . . assure permanent installa- 
tions that can’t shake loose. For convenience when ordering, the 
entire line is included in a carefully arranged, bound catalog. 
Write for your copy today on company letterhead please. 


> 







) IN MORE WAYS 
| THAN ONE 


GEDNEY ELECTRIC €0O. 


GENERAL OFFICES: RKO BLDG., R..DIO CITY, NEW YORK 20, N. Y. 
FOUNDRY, FACTORY AND SHIPPING POINT: TERRYVILLE, CONN. 


GEDNEY FITTINGS... FIT 


a 
% 


dive ait 


A COMPLETE LINE OF FITTINGS FOR RIGID CONDUIT, EMT 


ARMORED CABLE AND NON-METALLIC CABLE 
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| Wholesaler’s TV Show 
To Boost Dealers Sales 


CHICAGO—Taking to the air las 


month, the Hyland Electrical Supply ar 
electrical wholesaling tirm of this cit 
onsoring a television show for tl 

benefit of its dealers by promoting to tl 
public the products it distribute 

Called “The Woman's Magazine ot tl 
\ir,” the show 1s being telecast ov 
station WGN-TV each Monday, Wedn« 
day and Friday trom 4 to 4:30 p.m 

oposes to aid housewives in_ plannir 

‘ 1) make ‘ k sim 

| q Icke 

The initia ntt t progran 
I 13 yeek ind thie \ SUuUCC 
equa pe itl i\ ( it I 
not t is day ek, ac 
Wy H il Se CGral in H i d's Ss 
| tt nay 


Royal Electric Plans 
National Advertising 


( rystal glass-top plug tuses mat 
ictur the Rova ( 
| R | i\ be ranted 
Tr Housel Sea \pI 
(; | Keeping Institute 
i int C] (5 Ries 
re ent 
i ul d € 
idvert 
( ind ( 








APPOINTMENT of Robert N 
Blatchford as sales promotion manage 
for Bulldog Electric Products Co 

Detroit, has been announced by J. J 
Mitchell, vice president in charge o 
sales. Mr. Blatchford, who has serve 

as assistant advertising manager f 

the past two years, has been associated 
with the company since 1940. 
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Van 








ASSUMING the duties of district op- 
erating manager at Kansas City for the 
Graybar Electric Co. is J. R. Ernest, 
who was formerly district operating 
manager at Seattle. Mr. Ernest start- 
ed with Graybar in 1924 as a mail boy 
in the Chicago district office. 
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All-Electrie Kitchen Drive 
Launched by Utilities 
NEW YORK \ market of $35. bil 


min retail sales of electri appliances 
th an annual nsumpt f 165 bi 
n kilowatt-hours f electrici 
electric s¢ 1C¢ reve es " wtin t 
eT $2 tlion cr veal vere quote 1 
the electrical 1 Istrv s ny-range 
goal in a newly ar need 


The eV idvertising i i 
gram s] ed t ( t 
Ist! Vas cri the 1 i pp i 
di ted 1 iti | 1 { t \y 
the id intages «of ect i 1 WwW 
her than = indi 1a ip] ct 
Ernest R. Acke esi be be 1c 
Institute 
Phis ogran M1 \ ted 
It, “is the dustry’s first 1 1 sales 
rt mn t { ¢ dent ¢ 
i ket s Ce pre i VCa \ ( 
ed oO the electric lig i ‘ 
mpanies in their respective areas 
vy materials prepared bv tl stitute 
Emphasizing the importa S 
irket, Hart Restofski, chai 
Institute’s Commercial Division Get 
il Committe ilk 165 kw 
vear 1 nore than three times. the 
lustry s total sales t mes im 1948 
$2 lho n annual re el 
ater than the indust st i enue 
ny year p to World W: ci. a 
1.7 times irgerT t in pre ‘ i 
enues tron esidential Li¢ Phi 
Loa t 1cicie vill ¢ Caciie Y il 
h hens 1 \ ed mes i t 
ording to n standards 
uilt ar the sloga C)t ( st 
Electric !”, tl n ( 
DV the Kit nizer s ive 1 40 
e 4 ( ECE \ r S 
\oritative ly er | 
ec the all-e t! kite 
to T. O. McQuist i t 
titute’s electric kitchen and laundry 
umittee, which prepared the program. 
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OF 


Nothing like 


a breeze! 
naa 









ee aad 


Suef 


Oscillating 
Air Circulator 


$12450 List, incl. tox 
(Counter or wall 
model, $107.00) 
The finest circulator of all; adjustable 
for either 45° or 90° oscillation, or 
stationary use. If oscillation is obstruct- 
ed, the exclusive Surf safety release 
keeps fan from tipping over. Ultra-quiet 
24-inch blades. 3 speeds NEMArated, 
7000 c.f.m. Underwriters’ approved. 














Su 


10-inch Fan 
s}]95 List, incl. tax ; 


A real beauty; more compact, more 
versatile than any 10-inch fan on the 





market. Moves 500 c.f.m. with quiet, ? : ’ 
vibrationless operation. Adjustable “< ND 
through full 360° vertical arc for all- a 


direction efficiency, without draft 
NEMA rated. Underwriters’ approved Get all the facts on 
these powerful profit 
makers. See your 


distributor or write: 


ABORATORIES- Ive. 


Chicago 41, Ill. 





Ae Mg 


L 
—-= 
anata 


4304 North Knox Avenue °* 
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DARA 


NEW ONE-TRIP REEL for wire, 
made of Weldwood plywood and Tek- 
wood, is designed to be used only once, 
is light in weight, and contains a “block 
and tackle” principle of strapping with 


A) y { x 


( 4 a single strap to hold the heads. United 
We a single strap to hold the heads. Unite 








YY Specialities Associates, Inc., sponsored 
. by U. S. Plywood Corp., N. Y. C. 


eae 
VY) 
OOOON 
OOO 
YY 
mY) y Wholesalers Co-Sponsor 


iQ | Sales Training Course 
Ne BUFFALO, N. Y.—Recognizing th 


. 
growing need for salesmanship in th 


XX) 





electrical appliance trade, the Electrical 
Distributors of Western New York and 
the Buffalo Niagara Electric Corp. are 
jointly sponsoring a basic sales training 
course for all dealers and salesmen in tht 
western New York area 


x : V . Me S l R L : A L L p U y P 0 S . FA N S : eng a . § th re = 
~~ ° 1 _— ° 
will run for eight weeks. The instructors 


are men who have had extensive selling 


Here they are—two volume and profit leaders—Peerless quality experience in the electrical appliance field 


fans with dozens of commercial and domestic applications—all- 
season, ready-to-plug-in appliances that need no servicing or 
installation. 


TWO SIZES—TWO MODELS 


Peerless WF-30 all-purpose, all- 
metal fan and cabinet is 30" square 
and only 5%" deep. Tremendous 


In urging dealers and salesmen t 
register for the course, the wholesaler 
and the power company said in a joint 
statement: 

“Today there is a vital need withi 


the electrical appliance industry for 


Peerless WF-24 is the same gen- eood sales training program. Trained 

except salesmen are in great demand, and wi 
that cabinet is 24” square and the ontinue to be. The seller’s market is fast 
fan 4-blade. Air capacity is 3500 disappearing. From here on in, the cus 


air capacity of 4220 CFM high 
speed exhaust and 2500 CFM low 


CFM high speed exhaust and tomer will have to be sold 


speed exhaust. Six blades. 1800 CFM low speed. 






WF-30 fans are powered with 1/6 h. p. 
motors; WF-24 with 1/8 h.p. motors. 
thermally pro- 





Motors are reversible... 
tected—can’t burn out. 








Now's the time to get set for real volume on 
these fans. Write for details today. 


THE PEERLESS ELECTRIC COMPANY | 












Member Propeller Fan Manufacturers Association 
ESTABLISHED 1893 ¢ WARREN, OHIO 





“Many new salesmen have had _ Iitt] 
or no actual sales experience. This cours 
will overcome that problem by furnishing 
complete and thorough sales trainins 
Selling in the last two years, due 
heavy demand, has been easy. To tl 
‘oldtimers’ who realize that hard selli 
lies ahead, this will be a valuable 
fresher course.” 

Phe course includes a discussion of tl 
opportunities in the appliance field; hoy 

to analyze the product and the prospect 

w to gain the tour customer buyin 
decisions; why customers buy—basic in 


pulses hehind every sale sound § filn 


r ¢ ; y | ! 
discussion films; sales presentation forn 
salesman’s manuals; and working out 
actual problems 


MOTORS - FANS e BLOWERS | The electrical wholesalers and app! 





| ance distributing firms which = are 
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sponsoring the course are as_ follows 


Bergman Norge Co., Inc., Bickford Bros 
Co.. Buffalo Electric .-.. Inc : \\ \ 
Case & Son Manutacturing Co., Sackett 


Electric Supply Division, Fay San Dis 
tributors, Inc., Forem Distributors, Inc., 
Frigidaire Sales Corp., General Electric 


Supply Corp., Gravbar Electric | 


Also Kelvinator- Nas] Sales Corp., 
Kemp Distributors, Inc., Lee Distril 9 
Mutual Appliance Distributors, [1 

oseph Strauss Co., Inc.. Wehle Ele 


Western Merchandise Dist 
and L. A. Woolley, Ih 


Braid Eleetrie Announces 
New Staff Appointments 


NASHVILLE, TENN Phe Braid 
lectri _o.. electrical vl lesaling 

e whi e'ebrate s /O " 

s Ca is pron cy i 

ew sale siti 5, ae 

ta 1 nent Dp \ 

UTC Se ics Manage 

I lunter is 

l applian e sales to dealers it 

1 Davidson Count, hie tormerl] 

1 the tirm’s upper Tenness« | 


Kentucky territors 
Named as eastern super 


appliance sales was Jimmy Sis! 


rold Ogles, formerly assistant to Mr 


vd. was app inted westert supervisot 
1i Chart 
id ind appllance saies, wit ( aries 

te issun g is previ S ( 

rman Johnson, who is BD cit 

sman, was named to the post of idver- 
1ies ) not nanage 


Vary ' > 
\\ liam Pybas Was YI1VeCl thie respons! 


; . 1 ] } | ] 
tor sales to dealers in the INentUCK\ 


Tennessee border counties. He was for 
rly associated with the Planters llard 
ire 0... OF Hopki sville, Ky ‘ and pO | 

Braid Electric Co. last Novembet 








MODERN APPARATUS SERVICE 


SHOP with fac lities for quick repair 


of motors, controls, turbines, and trans- 
formers as weil as marine, transporta- 
tion and other electrical equipment 
was recently erected in Seattle, Wash- 


M 
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Because insulated cover clamps on in a second without screws 


er fas f ep [ . . . bothersome, costly taping is eliminated. Fastenings of 
{0 | | sta | | connector and cover are accessible . . . always on the side 


facing the electrician. 
e 


. Because it’s so compact! . . . small enough to solve the tough 
.. CASlEl 


installation problem of tight working space. It's easier, too, 





{ 0 | l st d | | | because tap can be taken either from right or left of main cable. 


On larger sizes, guttertaps show a saving of up to 33'/;% 


costs less! 





over split-bolt connectors. 


© Available in full range of sizes to fit 
any combination of wires from 1000 
MCM through No. 14. 


e All underwriter approved, of course! 


e Engineered for quality and dependabil- 








ity — priced for economy. 


e It’s easier and faster when you 


Write today for your copy of catalog 4C use Frankel Solderless Connectors 


Sold Through Leading Wholesalers Exclusively 











FRANKEL CONNECTOR CO. 


27 Vestry St., New York 13, N. Y. 


ington, by the Genera! Electric's Ap- 
saratus Dept. 42 YEARS OF KNOW-HOW IN SOLDERLESS CONNECTORS 


145 




















PROFITS 
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| COLONIA 
ut l ELECTR PRODUCTS. jy 


“No curves on this chart — 





ot 








0. 


it just goes UP!” 


GIVE US 30 SECONDS — 


WE'LL GIVE YOU REAL NEWS ON INCREASED 
SALES AND BIGGER, EXTRA PROHITS! 


COLONIAL COLD CATHODE LIGHTING is one of the most remark- 
able, proven engineering developments. Instant-starting, flick- 
erless, it appeals immediately to the most exacting maintenance 
experts —a big factor in landing the largest commercial and 
industrial orders. Its low operating cost and extreme flexibility 
of application increase its significance as the most exciting 
potential on your sales horizon. 

COLONIAL COLD CATHODE is available in a complete line of 
standard fixtures and a full range of colors. Write today for 
complete information and start your sales chart climbing fast! 





The COLONIAL STREAMLINER is a modern, self-con- 
tained unit — widely accepted as the ideal light- 
ing fixture. Equally adaptable to stem or surface 
mounting, individual or end-to-end, with or with- 


out louvres. 8, 6 or 4 foot lengths. 


COLONIAL ELECTRIC PRODUCTS, INC. 


Foremost Developers and Producers of 
Engineered Cold Cathode Lighting 


EAST PATERSON + NEW JERSEY 
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|'Wesco, Wilmington 


Moves Into New Bldg. 
WILMINGTON, DEL.—Th 
y I] te 


yuse iMiect! 


Wi 


Supply Co. here 


Smaller Size for 75-Watt 


Incandescent Lamp 
Red 1] ( 
\-1 t 
lamp, ha CG 
| ectt ( | r r 
ile ‘ 
hian stri 
The ne lam] { (3.1 
he g advantages over the forn 
lamp in the A-21 bulb: Higher lght out 
put initially; better maintenance of light 
| output through life; smaller physical si 
making it feasible to use lamp 
portable lamps and equipment limit 
heretofore to a maximum of 60 watt 
saving in storage space; more favoral 
merchandising unit 
The approximate initial lumens are 
1150, as compared with 1110 formerly, 
and the lumens per watt have been 
}creased trom 14.8 to 15.3 
| The new 73-watt lamp will carry 
same abbreviation, and the list price, 








NORTON 
pointed apparatus and supply manager 
at the Oakland, Calif., branch of the 
Westinghouse Electric Supply Co. For- 
merly a salesman in the Oakland terri- 
tory, Mr. Peck replaces Kenneth Jones 
who was named as branch manager at 


PECK recently was ap- 


Sacramento. 
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Trip to Ig Plant Made 


By Exposition Visitors ELECTRICAL SPECIALTY ITEMS 


CHICAGO The Ilo Electri \ 


haem gh seep FROM CANNON ELECTRIC 


Fire Alarm Station 


FIRE ALARM BOX—Combination Open and Closed Circuits. [nstall 
the Cannon “Break Glass” Fire Alarm Station and prevent 
false alarms caused by unintentional leaning or pushing 
against centrally located suspended hammer-type alarms 
Tvpe FA-105C fits any standard single gang outlet box; also 
available with sub-base adapter for surface mounting. Best 
suited to smaller fire alarm installations 








EE SREP 


Code Signal 
Relay 


N. Y. Manufacturer Opens 
Branch in Southern Calif. 





stom pated tay Secsete FIRE ALARM RELAY—Motor-Driven Type. l'ype 
e Ward Leonard Ek ( \ FA-102M California Uniform Code consists 
a WN. ¥.. cstabiicied « 1 "eS of a code ringer which sounds the signal, 
ranch office and warehouse at 420 Sout and includes a common base, motor and contact making device. Motor operates 
San Pedro St at 24V or 115V A.C. continuously as long as control circuit is energized. Sturdy 
MH. &. Esles is Sete eee and in construction and ample power to insure uniform spacing and duration of signal. 








ry 


Lamp Annunciators 
luorescent for all types of silent visual signaling in factories, in 

3 stitutions and offices. Made in combinations from four 
up to a hundred or more lamps. Each annunciator is ee 

bs A L LA T equipped with intermittent soft tone buzzer, thermo- 
statically controlled. Steel cabinet construction with | 9 a | 


...4 TO 40 WATTS... various finishes available. Lamp change simplified 


with hinged door design. Identified as the HNA series. _ 
STANDARD LINE & 
PLUG-IN TYPES 











rk Conduit Fittings 
“S/ Prices Reduced 


Effective January 5th, 1949 
CNT-1U BOX CONNECTOR (shown above) is listed as approved by Underwriters’ 
Laboratories. 4” reversible type for BX and Romex flexible metallic conduit. Alu- 
minum Alloy; zinc clamp. Completely assembled with slot head screws. Standard 
package, 1000 pieces; carton, 100 qgieces. 





CF-1U-%4 and CF-2U-% are listed as approved by Underwriters’ Laboratories. For 
¥Y” and %” flexible metallic conduit. Aluminum alloy. Inspected, assembled and 
packaged. Standard package 1000. All Cannon Conduit Fittings F. O. B. destination 
on quaniities of 100 lbs. or more. Less than 100 lbs. F.O. B. Los Angeles 





“PLUG-IN” TYPE ILLUSTRATED ABOVE 


| 
aaerT beta | * Write for FA-1 Alarm and Relay Bulletin; CF-7 for Conduit Fittings, 


UL APPROVED and H-2 for Annunciators........... Address Department C-362 
Quiet... Quality...long Life... 
For origiral equipment or replacements 
use and recommend SYKES ballasts. 
Write for prices and catalog sheets. 


SYKES 


ELECTRIC MANUFACTURING CO. 


| SCHILLER PARK, ILLINOIS 


SINCE 1915 








World Export: Frazar & Hansen, San Francisco. Canadian plant: Cannon Electric Co., Ltd., Toronto 
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COLOR-IN-MOTION 





7 ROTOCHROME 


SPOTLIGHT 


Smallest Spotlight of its kind! 
Provides 500 Watt Illumination! 


Totally Enclosed — Absolutely Safe — 
Completely Automatic — 6 Continuous 
Color Changes — Adjustable Beam Size 
Ideal for Store Windows, Displays, Exhibits, 
Conventions, Shops, Theatre and Hotei Lobbies, 
Restaurants, Night Clubs, Cocktail Lounges 


LIBERAL DISCOUNT POLICY 
Send for Bulletin No. 471 


GoldE Manufacturing Co. 
1222-D West Madison St., Chicago 7, Ill. 








Fixture Hangers 
FOR INSTANT ALIGNMENT 


At last you can get a Fixture Hanger that turns to any angle after being 


screwed to an outlet box 


Although base and receptacle remain stationary 


hanger arms may be turned to align with any preconceived lighting plan 
Exclusive Friction Ring firmly holds fixture in selected position. Hanger 
screws on to 3'4" or 4° outlet boxes, no other fastening necessary. Fur- 
nished complete with receptacle, two S' chains, hooks and cord clips. Also 
available with bushed hole only, or with 3 wire solid ground receptacle 
All Friction-Set Hangers are approved by the Underwriters’ Laboratories 


K100 shown above, List Price $1.10 


* Write for Bulletins K25, K26 and K27 


SIMPLET ELECTRIC COMPANY 


3600 West Potomac Avenue, Chicago 51, ltllinois 
11 Park Place, New YorK 7, New York 
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STAFF CHANGES recently an- 
nounced by the Westinghouse Electric 
Supply Co. included: The appointment 
of M. D. Barnes (top, left) as Caro- 
linas’ district lamp supervisor; H. M. 
Hansen (top, right) was made southern 
California district appliance manager; 
B. H. Zimmerman (bottom, left) is 
new southeastern district farm sales 
bottom, 
right) has been named north Pacific 


supervisor; A. W. West 


district farm sales supervisor. 





Ilsco’s Ten-Year Club 

Meets at Mariemont Inn 
\ll employees who have been wi 

Ilsco Copper Tube and Products, hh 


Cincinnati, tor ten vears or more, are, a 


ording to the company, eligible to 
Ilsco’s Ten-Year Club. On January 1 
this club held its semi-annual meeting 
the Mariemont Inn and after the busine 
session was completed a program. ef dir 


ner and entertainment tollowed 


The members attending the meeti 
averaged 18 vears of service with Ilse 
total service of members equalled — 61 


vears. The oldest individuals in point 
service were Bernard Joerling and Josey 


Belser, both of whom started with tl 


company 45 years ago. New memb 
eligible to join the club at this time we 
\nthony Hartmen, [Edward LL. Stubbe: 


William Bender, Josep] 
Carl Rauch 


Members present in luded \. H. Stul 


bers (president), Bernard Joerling, ] 
seph Belser, William Hageman, Hen 
Foppe, Frank Jones, Joel Rusche, Cel 
Thale, P. J. Hagerty, Arthur Paul 
Krank Saile, Richard Gleason, Frat 
Mueller, Harold Stubbers, Joseph Mull 
Ik seph Pauiv. Ray { rosier, ( harles Fr 
ure, Clement Su i Edward H 
Harry Rus Woodrow Longbott 
Robert Ladrigan, Edward Perkinson 
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APPOINTMENTS recently an- 
nounced by the Radio Corp. of Amer- 
ica include: The naming of L. W. 
Teegarden (left) as vice president in 
charge of all RCA technical products; 
and the promotion of Richard T. 
Orth (right) to the post of genera! 
manager of the tube department. For- 
merly vice president of the tube de- 
partment, Mr. Teegarden will direct 
RCA’s activities in the electronic 
equipment and apparatus field, as well 
as in tubes, parts and batteries. He 
has been associated with the Radio 
Corp. of America since the organiza- 
tion of the RCA Radiotron Co. in 
1930, when he became its East-Central 
district manager. 


NEW! FEATHER WEIGHT 


G M4, WIA "| SOLDERING IRON 


PATENT 
PENDING 










Now! An iron so light, so well balanced, its 
weight is scarcely noticeable. When customers call 
for an iron for long delicate work where fatigue 
works against quality, HEXACON FEATHER 

WEIGHT BANTAM is 
the answer. The new BAN- 
TAM is completely com- 


HEXACON MODEL 30H. Weight fortable, more practical than 
5 oz. (less cord). 40, or 60 Watts. a pencil iron and requires 
Both %” and %4” tips furnished. no transformer. Write for 
Ask for literature on complete line prices and discounts, today. 
of screw tip, plug tip and hatchet 





“Garey” Appoints L. Geis HEXACON ELECTRIC CO, 
To N. Y. Staff Office 

sien paik Declan, Se ane oak 
‘ staf it Garden City Plating & Mfe 


also CCl affiliate | with lare 


tment and chain store-Tinits. 


irons. 


146 W. CLAY AVE., ROSELLE PARK, N. J. 





—— “ON” © recutarty 


@ AUTOMATICALLY 








BECAUSE of the growing commercial 


importance of the area, the General 
Electric Co.'s Lamp Department is es- 
tablishing two new sales districts to 
serve the middle Atlantic states. The 
new districts are to be known as the 
Virginia sales district, with headquar- 
ters at Richmond, headed by James P. 
Roger (left); and the Chesapeake 
sales district, with headquarters in 
saltimore, headed by P. Mason Wood 
right). 








WITH A FAMOUS TORK TIME SWITCH 


PLAIN OR ASTRONOMICAL 


Tork Clock Time Switches are world re- 
nowned for their dependability and ac- | | 
curacy. They require no regular atten- | 
tion, and are available in many electrical 





capacities for both indoor and outdoor 
use. 


There’s a TORK CLOCK for every need. 
Economically priced from 
Send for free literature. $9. 50 


NEW/ Fiavunes ASTRONOMIC “FOLLOW the SUN” 


30 HOUR SPRING RESERVE. 
TORK CLOCK CO., Inc. 
1 GROVE ST., MOUNT VERNON, N. Y. 
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TOP QUALITY 


FROM BAKELITE BODY TO BINDING 
SCREWS, here are two leaders in the growing 
family of SLATER LIFETIME WIRING DEVICES. 


Federal and REA specifications 
Write for literature on our Ingenious 





Illustrated are At left. the =400 series Toggle Switch T rated, extra heavy duty !0AT-125V; 
)A-250V. Preloaded, chatterless, extra heavy duty, damped vibration contacts, a new principle in contact 
design Large, heavy binding head screws Ample wiring room Totally enclosed bakelite body. 
Tested on 100 amp. tungsten inrush At right the +300 T slot extra heavy duty duplex receptacle, 
15A-125V: 10A-250V Strongest bakelite body construction, uniform pre-set contact pull. Lifetime 
service under hardest usage Ample wiring space Large head, staked screws Both meet all 








































B. R. COLE has assumed the dutie | 
of manager of the Graybar Electri: 
Fresno branch according to 
announcement by J. P. Carson, Gray 

bar central Pacific district manager 
Mr. Cole began his career with Gray- 

bar at San Francisco in 1932 as mana 

ger of the lamp and lighting depts 

He left the company to join the U.S 
Army Signal Corps during World Wa 

Il. Mr. Cole rejoined the compan 

in 1946 and took over the job of mana- 
ger, broadcast equipment sales. Be | 
fore his recent was 
manager of government sales. 


Co.'s al 





promotion, he 





Rauland-Borg Corp. Buys 











Gust-orect. ‘wsareahabie. And ertts Slater Electric & Mfg. Co.,/ | Rauland Sound Division 
oe aay catalogue Address Woodside, N. . N. 7. The S, cal ear j +} . R ul 
Corporation, now a wholly owned 
1 Corne eee ee « sidiary of Zenith Radio Corporatio 
een purchased by the Rauland-] 
| 
{ 7 { it ’ 1 was ece t in 
1 otis I N Raulane 
| The new < r] it \ t 
proudly presents the new 900 Series — | manufacture and sell the line of 
and “Amplicall” products 
a profit-making addition to the best-selling i Bi le Wie Oe, eel te alll , 
ictured Dy € Kauland Corp. and | 3| 
Artolier Line. The graceful solid aluminum ntinue to maintain its same sales, et ft 
Lamp Post complements the beauty of all our | neering and production personnel : 
} 1 na rilarc org Irporatiot 
Post Lanterns. Tested and proven, our authentic The Rauland-Borg ‘| Pa 
temporarily operate at ¢ ime a J ] 
designs and expert workmanship assure customer Site Wii Mian Meena, Chkoiace 
enthusiasm. And learn why dealers sing our neiviertive of 0 ae olan 
praises — see our new catalog! Dozens of 
sales leaders make it your guide to big profits! - if 
No. 903 (top right) No. 201 (right) : | 
NEW POST LANTERN NEW LAMP POST ; 
Width 13” Height 21“ Diameter 4” : 
Collar 3/4 (3, 3% or 32” at top) : 
Glass Globe 7” x 9” Height 8’ : | 7 
: For quality and beauty — install ARTOLIER ot "YF 
° j For customer satisfaction—suggest ARTOLIER ‘| 
° x For quick turnover—stock ARTOLIER 
: : CHEF’S PARADISE—In this labora- 
° No. 532 Your Copy of our 1949 tory-like kitchen, complete with f DEPT. 
+ . : “” if , Iniverss i: é R -es, Har ° 
Diameter 61/s catalog 1S eady to mail 9 A Doge age hs Priven 
. 4 ~ . “i a é be, O - Oo 3 é -e ar a 
° resins: For bigger profits romerrew wrnte Us ledoy Company in Bloomsburg, Pa., indulges ment 
. — xtension 7” in his hobby of supervising and cook- 
sf & ARTOLI ER CORP. LODI, NEW JERSEY | ing fabulous epicurean delicacies. 
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- one of these Couch 
Systems will dove-tail 
with your specifications 

When plans call for mail boxes and 

nter-suite ‘phone systems, look to 

Couch for equipment to fill the bill. 

lf you don't find the type you want 

illustrated below, a Couch representa- 
tive will gladly assist you. 


*e 





Type 74C — Cordless 
type illustrated is the 
most popular unit. 

i no protruding attach 
ouatle installed 





ments .. 





ial beak Ga Gee Ge ee 





Type 73—Post Office 
approved mail boxes for use with Vestibule 
Telephone. Features include frame separate 
from boxes for easy installation and tenant 
doors which can be set in open position for 
easy removal of mail 


i Eg Oy Oy ES 








Type 47—Cordless suite phones make a neat 
stallation and can be provided to give a 
ariety of service. Type 52, with the handset 

type instrument, provides greater con- 
nience for particular installations. 


5. H. COUCH CO., inc. 


DEPT. 312 NO. QUINCY 71, MASS. 
Private Telephones for Home and Office 
- » Hospital Signaling Systems .. . Apart- 
ment House Telephones and Mailboxes 

Fire Alarm Systems for Industrial 


Plants and Public Buildings. 








Bachrach Photo 


Clarence C. Walker 


Walker To Manage G.E. 
Construction Materials 


BRIDGEPORT, CONN.—( 
Walker, formerly G.F 


1 
larence (\ 


ommercial vice 


president assigned to customer relations 
work in the New [:negland area. has beet 
ppointed general manager of the Get 
eral Electric Co.’s Construction Mate 
rials Department, a rding t a recent 
announcement by Charles | Wils 
president 

Succeeding Carroll Hepler, who 
died in September, Mr. Walker will 
make his headquarters here He will be 
responsible for the development, manu 
facture and sale of wire and cable. wiring 
devices, accessory equipment and conduit 
products. 

Mr. Walker joined the General Ele 
tric Co. in 1921 at Cleveland, and for 


twelve years 


Marsh 
partment. In 


was connected with the 


Bryan division of the Lamp Ds 


1933 he was transferred to 


Boston as assistant manager of the Lamp 


Department's New England sales dis- 
trict, and five vears later was named 
manager. Mr. Walker was appointed 


commercial vice pre 


sident for 
1947 


General 
Electric at Boston in 








ONE MODEL of the new type phono- 


graph records and 45-RPM 
playing instruments, 
RCA Victor, Records 
are 7 inches in diameter and provide 
up to 5 minutes and 15 second of play- 
ing time on each side or up to 42 min- 
utes with a stack of eight. RCA photo. 


record- 
manufactured by 
is shown above. 
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Wherever there's a 
bathroom, there’s a one- 
room heating problem 
and a potential sale for 
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EEE 


, a Thermador Electric 
a Heater . America’s 
by - 

finest! 

2 


THERMADOR 


66a 
ELECTRIC HEATER 


Provides 


Gadbdetiteuuane 


AAAARHAY 
i 


* 


LUPUS EREREET EEE 


pO Ee eee er eS 


— 


“head-to-heels” 
radiant heat instantly, 
safely, economically. 


Easy installation, lifetime 
stainless steel safety grille. 


9” x 48”. Available in 120 





Wdddadddedddaadadddeducue 





models. 


598% on $99 


a 
THE ONLY WEATess “Top: 
E switcn At * 


or 230 volts 


LIST 
PRICE 


THERMADOR 
"RB”’ 
ELECTRIC HEATER 


Ideal for the bath or 
dressing room where 
space is a factor, the 
“RB” has stainless 
steel safety grille, 
double heating ele 
ment. 117%” x 19”. 
120 volte models 
from 1000 to 1500 
watts. 


80 90 
14 16 LIST PRICE 


UNDERWRITERS’ APPROVED 


"Seven Leagues Ahead” 


THERMADOR 


ELECTRICAL MFG. CO 











LOS ANGELES 22, CALIF 











Made in standard depths 
and combinations for use 
with heavy or thin wall con- 
duit, armored cable, non- 
metallic sheathed cable, 
flexible steel conduit or 
flexible non-metallic tubing 
(loom). Also a complete line 
of covers for each type and 
size of box. 
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NOW district operating manager 
austne tte. 9-0-% Seattle for the Graybar Electric C: 
o. 9-0- ; Ryied 
4” Octagonal Outlet is W. R. Windfield, who was former] 
Box assistant to that firm’s district operat 






AUSTIN No. 300-'4 


4” Square Outlet Box : mig ‘ 
’ ing manager at Chicago. Mr. Windfiel 


began his career with Graybar in 1913 
as an office boy. 





Wheeler Insulated Wire 


Names Horn and Mumaw 





AUSTIN No. 2-D-'4 AUSTIN No. 9NX 


4-11 16” Square Outlet 4” Cable Box WATERBURY CONN \1 
Box 


ae din mee Ga Lie Ta a Be Te Company y : aii el th a ee 
NORTHBROOK, ILLINOIS ; : Palo mat Cl roe 
SOLD ONLY THROUGH WHOLESALERS 





Garner Represents 
In Connecticut 


BONTON frank W (sarin 








S. B. WILLIAMS recently was 
pointed manager of public relations ! 
Sylvania Electric Products, Inc. Pr 
to this appointment, Mr. Williams 
THE CLAY PRODUCTS CO. manager of customer relations for t 
company. Mr. Williams was editor 0! 


1549 EAST FIRST STREET SANDUSKY, OHIO Electrical World before he joi 


Svivania. 
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National Electric 
Winter 


. Chicago, 
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National 
tion 4] 


Plaza 
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Conte 
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\nnual 
tel, Atlantic City, 
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st 
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lectrical 


Meetings 


Conve 
I1., 
onal Ligh 
April 1 
tric Institute 
Wate! 


vater Beach H cavo, 
Meeting, Pravmore 


May 31 


Annual Conver 


otel, Cincinnat 


Commerce 


Manutfactt 
ntion, 


March 13-18 


Bea } 
April 5-7; Fi 


$39 | 


rence Stevens Hotel, C] 
l., March 29 
Edison El 


ference, Edge 


\nnual Sal 


eer ( on 


June 


W holesalers 


Mion, Nether 


1 Ohi May 


3 th \nt 


eting, Washingtor 
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( 


/ 
May 2-: 


tiona lire 
d Annual Me 


Protection 


\ssociation 


eting, Fairmount Hotel 
| rancisco, 4 alit.. May 16 19 
Missour: Vallev Electric Associat 


1al Meeting, 


Hotel Pre 


sident, Kansa 








M " May 17 





t Construction M 
‘ the General mr 
i ir e Bronx, Ne \ 
\¢ he 7 
Fox nrs entered the electt i] 
ne vue Electrical Co. of New Yor He 
to the position of salesman with that 
| 1923, w n the Sprag 
( ecan 1 part ] Cx 
\ Mr. | ecan i 
\ York ee: 
| Vel and mintt 
l \l rox J e e N Y 
r the Cons \ 
Department. He ecame 1 
t lor truction ma 
1 until 





1949 OFFICERS 
CHICAGO—The Electric Associat 
H. Kahn, district mg ts. &. S 
5 G. L. Seat 
Bel Pelephone C« } 


¢ I 
ors tor 1949 1950 repre 


MANUFACTURING GROI 
lix Van Cleef VICE res \"a) 
Bros.; Fred T. Whitt 
Vestinchouse Elec. Corp.: C. ] 

r.. Chicago District. | 


ner: R | 


Parker 
res 4 Co 
PMENT GROUP 
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/“*\T’S Nor EnouG# T°: °” 
L- Y¥ST Brow air AROU™ 


It’s the Air Pattern that counts. 
Excel-Aire's famous “Red Top'’ Hassock fans are designed specifically to circulate 
cool floor air in a non-draft pattern through the room, quietly, comfortably and with- 


# a W 


/ 
/ 








Why limit the usability of an 
electrical outlet by installing 
one old-fashioned device to a 
gang? With the flexibility of 
the P&S-Despard Line, literally 
thousands of practical com- 
binations can be installed in 
single switch boxes —two or 
three switches — switch and 
outlet (or outlets) — pilots, night 
lights. Make every electrical 
outlet do double or triple duty 
— create a wiring job that is 
practical for the customer — 


profitable for you. 


Send for complete information. 
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| Tustall mounn 
WITH EVERY SWITCH 


TO WIRE THE 


P&S DESPARD 
WAY 


PASS & SEYMOUR, INC., SYRACUSE 9, NEW YORK 


WHOLESALING 








CABLE STAPLES 
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VE A 


AUS » ea 


“DRIVE-IN” 













—no spreading 
or buckling. 


Ka t ( E. Si Corp 

A Me‘ é g director, 
hicago Electrical Wholesalers Assn. 

ae eta oS DISTRIBUTOR 
XOUP: Harry Alter, pres., The Har 
Lite { 

SALT LAKE CITY—1 Intermou 


tain Electrical Association Stanlev M 
No spreading or Johns, president; J. | McAllister, 
buckling with Austin pre sident ° James | Schricker yet 
staples! Made of , » Ja ITICKe 5 
heavy, selected temper, round treasurer. 
edge flat wire with shorp, burr- 
free points 
WASHINGTON—tThe Electric Insti- 
Flat across top —> tute of Washington H C Lease, 


Washingten mgr., Westinghouse megr., 


ae eo eee \pparatus Dept., G. E. wice president; 

ore square and ; : . 4: > 

strong—drives 1%," J. ¢ Harding, pres., J. ( Harding & 

easily and ac- Co., Inc., secretary; L. O. Braun, vice 

curately ' wages 
pres. and sales mer., Simon Distribut- 

Long taperto —> Corr ma eee 

. It orp treasurer, 
point — staple | 
held firmly at On the Board of Directors represent 


the first tap of 
hammer. 





Re a al eens ig alemiomees a Talal NP MERRIE My. fi 





Made for armor- | 
ed cable. Avail- 








Kindley, 


No. 360 Lo 


| YOUNGSTOWN, Ohio 


No. 362 cal 
Designed specifi- Ro 
cally for non.me- 
tallic sheathed ca- oT 
ble. Made shorter 

far 


for easier driving. 














€ Stomped of ‘ 
heavy, selected | 
temper, round % 
edge flat wire 


“ Shorp, burr-free ~ 
points—staple 
starts easily in 
any wood. 
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NORTHBROOK, ILLINOIS 
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lsociation of 
twenty-fifth ar 
| ize 
| membership the: 


|members. By 192 


jo 
tion is proud to an 


|'OMAHA During 
lowa EK] 


number of pr 


| forms of 


announcenie 


DALLAS—The February 


sored 


ing the WHOLESALERS are: W. B. | 
F. 


Stringham, G. FE 


Sup Corp.; G 
vice pres., Morris Sales 
F. F. Elec 


\. Mitzelfelt, Frigidaire Sales Corp. 


Edgar 


Jasperson, Graybar 


kita aahtiaad Representing the MANUFACTUR- 

indenture in top “RS > Paar ‘rer 7 

- engeacergetersh ERS: R. J. A. Kaemmerer, Westing 

sheathed cable house EI] Corp.: Fred Ser y 

—Cat. No. 36) ; . ; eo me ri } A. Leser, Tig 
Ele Ventilating Co.; J. J. O'Neil. 
Nash-Kelvinator Corp 


League of Ohio: W. C 


G Schaefer, 


Beil, 


Eastern 
president 


1 
and FE. J. 


Nson, Tohr 
president 
-treasurer, 


| BALTIMORE—This year the Electri 


lcal Manufacturers Representatives As 


I 
this ty celebrates its 
It Was organ 

The 
to ten 


boasted 


iniversary 
1 in 1924 by Harry 


amounted 


Gross 
) the group 


inounce it has a total 


1949, the Nebraska- 


ectrical Council will 


motions to assist the in 


nt by the Electrical Coun- 


14 progr 


Dallas Electric Club 


the 
} 


was 
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The Electri- | 


Secre- 


j the organiZa- | 


sponsor a} 


spon- | 


by the T eCxXas Power & Light Co. ! 


PORCELAIN 
ENAMELED 


FOR 
RURAL LIGHTING 


* Sold only through 
Wholesalers 


* Manufacturers of 
Lighting Equipment 





No. 





e No, 8972 has !2"' porcelain enameled reflector 
e No. 8974 has 1|4"' porcelain enameled reflector 
e No. 8976 has |6'' porcelain enameled reflector 


| COMPLETELY WIRED AND ASSEMBLED 
| For REA Installations 


me ELECTRICAL COMPANY 
900-910 W. Yan Buren St., Chicago 7, lll. 


8972-8974-8976 








Master of them ALL- 
DE-REELER 


| 





Amazingly low priced unit. Eliminates loss of 
time—accidents and the need for excess man- 
power. Saves space, money and time. DeReeler 
handles every type of reeled type products 
There is a need for the DeReeler in industry. 


| - : 
Following are some of the buyers—Coil Wind- 


No. 363 dustry in doing a bette sales job. In| ing-Transformer and Switch Board Manufac- 
Th ' “”A ' @ : ‘ a ‘ i turers—Repair Shops and Construction Con- 
the new staple —_j | j the line-up of merchandise to be fea- tractors handling reeled type wire, rope and 
is specially de- sam ; beltin 
signedforsmoll @& | tured are: electri ranges and water 9 
diameter non- © lheates for Ant ‘ — — Handles Fully Loaded Various Size Reels 
metallic sheath- Ps a as ae 2 Model No. A Model No. B 
ed cable. Small § | July, radios for September, and elec- | FROM FROM 
og gman : 1 4 ' , : 12” Dia. x 6” Width 17” Dia. x 8/2" Width 
to drive. t trical eating appliances tor Novem- To 28” Dia. x 11” Width To 32” Dia. x 19” Width 
& 1 “4 
@ |ber. These p ‘tions will be sup- Mode! No. Cc Model No. D 
t ¢ , , ; F 
Austin staples are conveniently packed in f ported br newenaners. radio and othe 34” Dia. x 22” Width 50” Dia. x 38” Width 
sturdily made, metal edge cartons of 100 Ree ee —— een ee To 48” Dia. x 32” Width To 96” Dia. x 71” Widtt 
and 500, and in cases of 2500 advertising ‘cording to an | . 
ad tiISINng according to an at for t nie t r reeis 


exclusive territories available— 
write today for yours 


ASSOCIATED AIRCRAFT 
AND AUTOMOTIVE ENTERPRISES 


Chicago 36, Illinois 


Some 





| 
| 6215 South Damen Avenue 














Elect 
ports 
whol. 
sellin 
ler F 
disce 
to sé 
man 
prod 
indus 
stitul 
nte! 
Herr 


write 


THE | 


412 s 








—E 





Ma 








R. C. KASKA, Sales Manager of Chicago 
Electric Company of Chicago, Illinois, re- 
ports that his firm has joined other electrical 
wholesalers all over America who are now 
selling and stocking Herman Nelson Propel- 
ler Fans. Like others, this aggressive firm has 
discovered that it's profitable 
to sell and stock quality Her-; 
man Nelson comfort and health | 
products to supply the huge, 
industrial, commercial and in- } 
stitutional markets. If you are | 
nterested in the profitable 
Herman Nelson Franchise, | 


Herman Nelson 
Propeller Fans 





write now! 


THE HERMAN NELSON CORPORATION 
MOLINE, ILLINOIS 







































SWITCH 


AND 


WALL 
PLATES 


Packed in indi- 
vidual enve- 
lopes with the 
necessary num- 
ber of plated 
screws in glass- 
ine bag 
Chrome plated 
plates are pa- 
per covered to 
give protection 
to the surface 
until installa- 
tion is made. 
INTER. 
CHANGEABLE 
PLATES WITH i 


HORIZONTAL 
OPENINGS 


NOTHING 
TAKES THE 
PLACE OF 


HONER MFG. CO. 


CHICAGO 7, ILL. 








> 


cram, presented Trent C. Root, assis- 
tant to the president of Southern Meth 


odist University Mr. Root spoke o1 


the subject, “The Vicissitudes of Life 


Without Electric Service 


KANSAS CITY—The Electric As 
ciation of Kansas City i 1 surve 
wholesale houses o the sale of FM 
sets in the Kansas City area | 


that in 1946 there were 1.304 FM sets 
sold; in 1947, 19,968 sets sold: and it 
1948, 19,351 sets sold 

Che association reports: “Both Kan 
sas City distributors and radio station 
men point out the lack of interest in 
EAL on the part of the average layman 
Che term ‘FM’ means little to a buver 
Since Kansas Citv has good AM re 
ception, the untrained ear belonging to 
the penny-saving householder can't de 
tect the value of the more expensive 


I: M receive “a 


LOS ANGELES 


operation of dealers, distributors, utili 


Industrv-wide « 


ties and the Southern California Radio 


oe 1 , ‘ 
and Electrical Appliance Associatior 
oO! Los Angeles act the recent ele 
ry 1/] ’ + ¢ 

tric bedding CalllpalLi ) Is area one 


of the most successful of sales events 


ever staged by this group \pphances 
1 ' P ‘ , 
included vere tne erectri Dial ket eller 
tric comtorter and the electric sheet 
rl > + ] 
he details ane rganizath ( the 
. , P P 
Canlpalgi were planned ind executed 
D\ the Electrical \ssocia S< n 
ftee najor distributo erated 
whole eat dl it ews ipe¢ adve 
t3c3 ] ] | 1 ] 
tising dealer eips and vith tving in 
their promotional programs wherevet 
. 1 ‘ , 
practicable; the utilities thre Depart 
ment of Water and Power and the 
Southern California Edison Company 
; ] ' +7 ] | 
actively participated ind the dream 
1 ' 1 
i electrica ipplance etallers was 
1 1 oon P 
realized as reports trom 1/5 of the par- 
ticipating dealers showed record vol- 
1 , 4 
ume sales of electrical bedding 


U. S. Patent No. 1.933.555 


SOLDERLESS 
WIRE CONNECTORS 
FAST! EFFICIENT! ECONOMICAL ! 
STRIP ENDS! 
_—— 
—_ SCREW IT! 
THAT'S ALL WITH SCRU-ITS! 


WRITE FOR DATA SHEET NO. 108! 


SOLAR ELECTRIC CORPORATION 


WARREN, PA. 
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It's a quick and easy 

job to wrap one of 

these Copper Ground 

Clamps around the 

pipe, because the 
band is partially formed! 
Note, too, how the rolled end 
bears against opposite 
tongue of clamp, holding the 
ears parallel and providing 
extra leverage for drawing 
the clamp tight. Made of 
flexible, pure copper. Rust- 
proofed bolt. 


H. B. SHERMAN Mfg. Co. 


Battle Creek, Mich. 
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NEW 1600-WATT 


RADIANT-FAN 


WALL HEATER 
Only $16 sera 
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ROOM-WIDE HEAT PENETRATION 
Ac the low retail price of $16.00, 
unheard of in fan-driven wall 
heaters, the new 1600-wartt Titan 
Radiant-Fan model combines 
polished chrome reflected heat 
with forced circulation for quick, 
room-wide penetration. 100% of 
the heat is driven out of the case 
by fan blown air, allowing no heat 
loss into the wall 


COMPACT, SAFE (U.L.), ATTRACTIVE 
Designed for easy installation be- 
tween standard studding in both 
new and old homes, the Titan is 
a fast moving item for the elec- 
trical trade. Its white baked en- 
amel body and heavily chromed 
grill make an attractive, safe 
(U.L.) addition to any bathroom, 
nursery, laundry or recreation 
room. 


write FOR 
LITERATURE 


TITAN MFG. CO., INC. 


290 TERRACE BUFFALO 2,N.Y 
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MORE FACTS 


$ 


_ON PRODUCTS | 


Ballasts \ 4-page bulletin describes 
the line of fluorescent lighting fixtures 





wren wi"? ELECTRICAL WHOLESALING: 


Circuit Breakers, etc.The Frank 
\dam Elec. Co., 3054 Windsor PIl., St 
lLouts 13, Mo has recently issued 4 
bulletins: No. 201, safet--type service 
quip.; No. 202, load centers and ser 
1 equip. with ea Chermag cu 
it breakers: No. 203 enclosed branch 
circuit, circuit breakers with type a. 


bre ikers: No 302, Dus 
DOV 


r pane Iboards 


wnen tno ELECTRICAL WHOLESALING? 





Connectors—Straight, tee, block ter 
inal, angle, parallel, and ground are 
t rf tl ‘ ctors Carric 
the G | Co., Scher 
tacdy N. \ ta iiderle ele 
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ELECTRIC WIRES 
CABLE - PIPE - CONDUIT 


_° “BX” CABLE 
* ROMEX CABLE 
\ ¢ THIN WALL CONDUIT 


* HEAVY WALL CONDUIT 
*« SERVICE ENTRANCE CABLE 
WRITE FOR CATALOGUE =500 A 


VICTOR SPECIALTIES 


775 MAIN ST., NEW ROCHELLE, NW. Y. 














HEINEMANN 


CUTOUT MATERIALS 


Plug Fuse and 
Cartridge Fuse Cutouts 
Plug and Cartridge 
Fuse Entrance Switches 
Battery Switches 
Meter Test Blocks 


HEINEMANN ELECTRIC CO. 


152 Plum Street 


Trenton New Jersey 












MANY TYPES AND SIZES 
Write for 54-page 





illustrated Catalog 


COPPER TUBE 
& PRODUCTS, Inc 














ELECTRICAL WHOLESALING 


f; 1] Ai] elirivm bometh 
BS 


when cords 
or plugs fail 
in the pinch! 






For sure contact and 
durability, it’s best 
to feature 





\) 


4 


A, 
A 


- 


\ 


ia 


Zo 
lord Seta. 


APPROVED BY UNDERWRITERS LABORATORIES 


~N 


Selected by leading manufacturers . .. 
why not by YOU 


A full line of Flexible Cords 
for the Repair and Service industry, 
obtainable through Jobbers and Distributors 


CORNISH WIRE COMPANY, 
15 Park Row =— New York 7, N.Y. 





—_ 
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Fluo 





Fluo 
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Connectors— An &8-page looseleat toldet 


2-E, superceding Sheet 2-E dated Au 
vust 2, 1948, ‘11 iustré ates and describes 
he line of “Sta-Kon” connectors manu- 
ictured by The Thomas & Betts Co 


Butler St., Elizabeth 1, N. J Phe 

npanv's hand tools and power tools 
} 1 ] 

e€ also listed 


When writing izeqii@.\i WHOLESALING 


mention 


Control coat t Bulletin 4454 and 
4455, a 4-p. tolder, contains techni 


data on a.c. magnetic contactors f 


nmercial and industrial control ay 


itions Ward Leonard Elec. Co 
S. St, Mt. Vernon, N. \ 








When writing 
mention 





ELECTRICAL WHOLESALING 


Fans & Ventilating Equipment—Chel 
kan & Blower Co Tn 1206 Grove 
St.. Irvington 11, N. J.. has announce: 


Mwention  ? ELECTRICAL WHOLESALING 


Fluorescent and Seer aE Hee Lighting 


pocket Size catalog, issued b The 
I, (;utl Co.. 2615 Washi eton 
St. Louis “3 presents in an eas\ 
id, digest form, Gut] 
@ fixture Includes information 


e company s recessed trotfer wit! 


ite” hing 


When writing 


mention ELECTRICAL WHOLESALING 


Fluorescent aaa: lwo 
are pu blis “’ b \r¢ Ray I ce 
Cor N. Berg N Ty. One folde: 


uns iaiieaaion photos of fluores 


alps in the hon Ottice 
Che other illustrates the fluors 
<tures that ar ivailable 
. “Colinn] 


mlamps” either 








When writing 
mention 


FLUX 


Ee 


Specialists in 











ELECTRICAL WHOLESALING 
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L. B. ALLEN CO., Inc. 
6701 BRYN MAWR AVE. 
CHICAGO 31, ILL. 
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WSil mt Stendacdiged Line 
sosmpes cree | UF SUMED AD GHAR 


meterios ond vpsoore | SALKES CMY) SUD UGHS 
fe ANIRINGISN STEM 














4 
a 
ae 








} a? 
Austin Type NX Box for Non 4 ey } 
metallic Sheathed Cable. i ' - er | 
U.S. Pat. No. 2,348,318. i . % 4 iy {p 
wy i> 


g 


Austin Type CMBR Box Austin Type BXFA-N 
shownwithBR Universal Box shown with Type A 
Mounting Bracket. Side Mounting Bracket 





The TU. B. Austin Company 


Austin Type LR Box for Non- 
metallic Sheathed Cable NORTHBROOK, ILLINOIS 


SOLD ONLY THROUGH WHOLESALERS 2 


UNIVERSAL 
Wallasts 


Recognized 
and. accepted 
for Quality 


STANDARD 


INSTANT - START 


SL | M L | N E vans ae 
NE W! FANS ~\ “sioeran 


| AND 2 I AMP RANCH TYPE FANS ATTIC FANS 


25 WATT BALLASTS LOWEST PRICES SINCE ’39 
IN OUR ’49 ECONOMY LINE 


DON’T ORDER UNTIL YOU 

SEE OUR CATALOG 
MANUFACTURING CORP. WRITE FOR YOUR COPY TODAY 
WESTWOOD, NEW JERSEY 


| 
CIRCULATORS & DEVICES MFG. CORP 
22 Rose Street « NewYork 7, N.Y 























AA NOY Beirical 


CONNECTOR PLUG 


No Tools 


No Screws 






y No Wire Stripping 


Underwriters approved ... simply 
screw down cap fer strong, posi- 
live contact. Brown or ivory; 


packed 25 to display box. Imme- 


; - 
diate shipments, 
—_ 
4 a 
je 2 


Compact 





Display 
Box of 


25 


Jobber Inquiries Invited 


Waterbury Companies, Inc. 
Waterbury, Conn. 








(CA BALLASTS 





. better 8 ways! 
L. PERFECTLY MATCHED LAMP CHARACTERISTICS 
2. EVEN LIGHT OUTPUT AND RATED VOLTAGE 
3. NOISE-FREE, MINIMUM NOISE LEVEL 
4. FLICKER-FREE, SCIENTIFICALLY BALANCED 
5. LONG-LIFE, GUARANTEED 1 YEAR 
6. STROBOSCOPIC WAVE FORM CORRECTION 
7. TRIPLE-TESTED AND INSPECTED 
8. LOW RATIO OF REJECTS 


There’s a CCA BALLAST to meet 
your requirements. Write or wire 
for specifications and proof. 


COIL COMPANY or AMERICA, Inc. 


CLOSTER, NEW JERSEY 





Mail today for your new free folder. 


Commercial, in- 


Fluorescent Lighting 


dustrial, and residential type fluores- 
ent fixtures are illustrated in a 24-page 
looseleaf catalog published by the 
Work-O-Lite ( 522 Cortlandt St., 
Belle N. J 


When writing ELECTRICAL WHOLESALING 


mention 


Insulating Varnishes—A 4-page 


ict 





Lighting Fixtures—1] e of indo 
nd itdoor | st intern 
é ind hangit 

described it 

d the \1 

( \ | \] ( ded 

in aluminum 

i tandard design 

i itdoor lanterns 


when writing ELECTRICAL WHOLESALING 


mention 





Lighting Fixtures—A looseleaf folder 
illustrates and describes the line of “Hi- 
Hats” and “H1i-Lites” lighting fixtures 
manufactured by Litecraft Mfg. Co., 


135 Rome St Newark 5, N J 








MIRROR 
} SWITCH PLATES 


Established manufacturer 


Wants Manu fac turers repre 


sentative with I-xcellent Con- 


nections among Electrical 
\ppliance Wholesalers out 
side of New York City 

RW8090 Electrical Wholesaling, 


330 W. 42nd St., New York 18, 
N. Y. 4 


























Nome 
Firm 
Address . e 
RW8250 Electrical Wholesaling 
City State 330 W. 42nd St., New York 18, N. Y. 
158 
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WEATHERPROOF 
FLUSH SWITCHES 





For outdoor and in 
dustrial installatior 
and for interior us 
where excessiv 
moisture is presen 
Boxed individual 
standard packing 

shown. All mountin 
screws and weathe 





proof gasket 
cluded. Aluminu 
finish .040" brass 
SW 
Cat. Nc SW-| SW-2. SW- SW 
s Double Three I 
Description , W W 


Ampere 
Switch 
Rating 


Wt. Std. Pkg 


Std Pkg 


Write for Catalog M49. 


PERFECT-LINE 
MFG. CORP. 


Hicksville, L. L., 
New York 


AG 











SELL.... 
HAi-Scale 


BAKELITE SOLDERLESS 


Wire Connectors 


with Complete Confidence and 
Increase Your Profits. 


Five Sizes for combinations 
from two No. 18 to 
three No. 10 


immediate 
delivery. 


Local warehouse 
stocks for fast 
delivery to 
wholesalers. 





Compare Quality ... 


Compare Profits 





WRITE FOR PRICE LIST, CATALOG 
SHEET AND COMPLETE DETAILS 


Hi-Scale Products Corp. 
217 Centre St., New York 13, N.Y. 





March. 1949 
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| PAINE 
“Sudden Depth , 
| DRILLS 


CUT HOLES FASTER 
WITH LESS EFFORT 


“Sudden Depth 
drills, Carboloy tipped 
cut through wood, con 
crete or any non-metallic 
material faster, easier 
than ordinary drills. Be 
cause they are ‘dia 
mond-hard,” they last 
longer . . . require less 
sharpening. Priced low 
er than ever. Use in any 
slow speed Electric Drill 

“Sudden Depth” drills 
are available in two 


Paine 





styles . . . Fluted Shank 
for deep holes, and 
Round Shank for shal 
low anchor holes. Ex 


tensions can be easily 
welded to either model 
for any length drill. Send 
for descriptive literature. 





THE PAINE COMPANY 


2979 Carroll Ave., Chicago 12, Illinois 











COOLING 
FANS 


--ePAY ALL WAYS! 


Rise: 


WINDOW 
FAN 


For homes and offices. Exhausts hot, stag 


nant air, or forces healthful outside air 
into room. Streamlined beauty, whisper 
quiet operation, variable speeds. Fits any 
window. It’s o sales builder. 


BELT-DRIVEN 


FA 


A dual purpose attic Fan 
fc homes, offices, apart- 
Ments, plants, etc., that 
¢ s and ventilates at the 
same time. Quiet opera- 
streamlined design, 
easy to install. In a wide 
; range of sizes. Another 
Profit pointer. 
Write For Complete Information 


e SECO -LITE MANUFACTURING CO. 


a: 4916 EASTON AVE. + ST. LOUIS 13, MO. 
ee 




















1949 
























Construction teatures 
manual and magnet 
starters, across-the-line 


Motor Starters 
and 
across-the-line 
combination starters, reversing starters, 
and pushbutton control stations are all 


uses of 


described and illustrated in Bulletin 
14B7132, published by Allis-Chalmers 


Mfg. Co., S. 70 St., Milwaukee, Wis 





Miner ion? ELECTRICAL WHOLESALING 


Picture Lighting—A folder, illustrating 


e various scenes available pictu 
ighting for the all, bed: ] I 
room, and the children’s room, is pub- 
lished by Appleman Art Glass Vorks 

dson Rds., Bergen 


New Bridge & Wu 


Wen ven"? ELECTRICAL WHOLESALING 


mention 





Replacement Transformers—Over forty 


major types of replacement transtorm 


ers are described and illustrated in a 
catalog issued by the Crest Trans 
former Corp., Dept K, 1834 W. North 


\ve _™ | 1caLlo 22 


nen ton"? ELECTRICAL WHOLESALING 





Safety Switches and Equipment—0o8- 
page technical catalog presents the line 
of enclosed safety switches, service en- 
trance equipment, panelboards for light 


and power distribution, wireways and 
fittings manufactured by General 
Switch Corp., 44 Roebling Ct., Brook 
iva 11, Ni: Y. 


Mieerntion 2 ELECTRICAL WHOLESALING 





Troffer Lighting—Shallow and deep 
troffers, manufactured by Smithcratt 
Lighting Div., 217 Everett Ave., Chel 
Mass., are described in a 16- 
page booklet entitled “The Troffer That 
Adjusts After Installation.” The book 
let explains this function of the Smith 
craft ‘““Aligner Hanger” in detail 


sea 50, 


when writing ELECTRICAL WHOLESALING 


mention 





CANDYLBEMELAMPS 


are proved sales boosters 


Always in popular demand for use in 
candelabra, crystal, and polished fix- 
tures, feature Candylbeme Lamps for 
quick sales, and steady profits on both 
bulbs and fixtures. For clear, undif- 
fused illumination recommend Candyl- 
beme, available with either standard 
or candelabra type bases. Keep your 
stock replenished—turnover is fast. 
Immediate delivery 


Nationally advertised. 


1034 TYLER ST. 
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4420 W. Lake St. 























STRONG FIBRE BRIDGES 
Add Extra Strength—Longer Life 
And Are Easily Replaced 
100% Quality 
APPROVED BY UNDERWRITERS 


Write for Circular. 


WARE FUSE CORPORATION 


Chicago 24, Ill. 


iin 


The New 


ALL-WEATHER 
FLUORESCENTS 


Good in Zero Weather 


New method of outdoor light- 
ing radiates light in all 
directions. These dramatic 
streamlined lights completely 
dominate any surroundings. 
Visible a mile away. Attract 
business like nothing else can. 
Wherever introduced, other 
lighting modernization pro- 
grams follow. 

Post-Lites come in a com- 
plete line for all types of 
outdoor lighting. Well engi- 
neered, properly built by a Round Post-I 
38-year-old company. Priced jy\y Py’ Ht 
for popular sale. Mail coupon Lites mount 
for Catalog, prices, discounts. 

LONG CO., 61 W. Hubbard St., 
Please mail Catalog and Prices 


Chicago 10 


Name 


Address 
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Don’t Forget your‘ ‘Assistant Salesman 


When you've a special job to do. 


Possibly you never thought of Manufacturers’ salesmen as 
assistant salesmen to you—but isn’t that just what they are when 
they are helping you close some deal for the type of product or 
material they sell? 


Suppose you should run into a little trouble in closing a fuse 
order—or you know where a worthwhile fuse order is being 
considered -and you feel that some outside assistance would help 
you cinch the deal—that’s the time to remember the BUSS Fuse- 
man in your territory. 


He not only knows about fuses but he has a good knowledge of 
the whole problem of electrical protection. 


In addition he is continually getting new ideas and material 
from the factory to help him help you. 


He wants you and your house to make profits—so put him to 
work whenever you need him. He will weleome your requests for 
assistance on any question of electrical protection. 


Another place to get selling ideas 


If you will occasionally refer to the BUSS Bulletins in your 
binder you will be able to keep your sales story on BUSS Fuses, 
FUSETRON Fuses and Fustats up-to-date and effective. 


All BUSS Bulletins give sound selling information on the type 
of fuse to which they refer. 


And again here, the BUSS Fuseman can help you. Ask him to 
check your binder to be sure you have the latest BUSS Bulletins. 
There is no need to take a chance on bungling a sale because you 
haven't the latest information on hand. 


BUSSMANN 


MFG. CO., ST. LOUIS, MO. 


Division McGraw Electric Company 


Sell FUSETRON Fuses for installation 


throughout the entire electrical systen 





